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The Heating Man 


I am the heating man. ffi he ON 
. 1/4 Pia 4 } 
Some there are who call me engineer; on Lat tt 
others call me contractor; but each or both . ‘4 y (\e 
mean the heating man. | { \ \ 
Before I came the world was cold and drear. \ 
warmed now and then and here and there Sel eeuy Hy t. ll 
only by the sun. ) Ve “ [ {4+ , Wet 


I have changed all that. y 7 | ( ‘ 


Magician like, | turn houses into homes. 

















I make every rooma South room. 

I am the dispenser of warmth and pure | 
air, of comfort and happiness. \ 

I add to the world's health. WW \ 

I visit the smallest cottages, reach my {|| h 
hand into the largest factories. and climb 
the tallest buildings. 

A pipe is my staff. WATT N 

Iron and steel and brass carry water and él 
steam and radiate cheer at my bidding. : 

I am mechanic, inventor, chemist, scientist. 

Little children smile and grow strong 
because of me. 

ot Old age nods pleasantly over 

4 P my work. 

I am the heating man. 
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Where Two Large Conventions, the Semi-annual Meeting of 
Heating & Ventilating Engineers and 







American Society 
Annual Convention of the Heating & Piping ( 
tractors National Association 











































in Hotel Drake, Chi 


1 the 


Were Held 


James M¢ Far 
lane, Plumbing 
and Heating 
Contractor { 
Philade!phia 
with a Few 
Guests at H 

Summer Home 
Seaside Park 
N. J. Me 

MacFarlane Is 
the First Per 

son tin ne 


Gr 





Johnny: Whe 
Grow Up I Bet Y 
Won't Scald Me | 
Way 

Mother So Lon; 
I Have You, Y 
Have to Take Y 
Bath Every Day 
Johnny Ther 
Going to Marry | 

















Vice-President Frank A. Merrill 


President George 





Prensurer Prank W Howard 


M. Geetschow 


Thirty-Four Years Young 


The Heating and Piping Contractors National Association Holds Its 


Greatest Convention in Chicago—Much Good Accomplished, During 


the Year—Everything Lovely and the Goose Hangs High—George M. 
Getschow Re-elected President—Frank A. Merrill the New Vice-President 


HIRTY-FOUR years ago, this coming September, 

What has grown to be the Heating and Piping Con- 

tractors National Association was born. Sixty-three 
master steam and hot water fitters assembled in Chicago 
to give it birth. They came from sixteen states, and John 
Davis, a Chicago fitter and manufacturer, presided at this 
first convention. 

During the years the association returned to its birth- 
place three times, and each time it showed itself to be 
growing larger, stronger and younger. 

And then on May 28, in the thirty-fourth year of its 
vigor, the association returned to the scene of its birth 
for the fourth time, with another Chicago man, George 
M. Getschow, as its leader And instead of sixty-three, 
the association now has 736 members in thirty-one states 

Those who have been permitted to attend the first and 
the thirty-fourth conventions——-and a few of the older of 
the old guard have enjoyed that rare privilege —have seen 
a miracle take place in growth, 

trength, accomplishment and better 
understanding. The association is 
younger today than it was the day it 
was born. It steps with a livelier step 
it thinks with a truer thought; it 
moves with a surer aim. 

So, then, E. J. Cathell’s philosophy 
ounded the keynote of the four-day 
innual convention, It was this 
“There is no such thing as growing 
old You can grow older, but you 


n't grow old.”’ 
The death of Mrs. Getschow, wife 


the president, on the eve of the 


vention Monday afternoon, May 
cast a shadow over the hundreds 
friends preparing to assemble 
wer words of condolence and a 





Secretary Henry B. Gombers 


415 


resolution of sincere sympathy all that humans can do 
to lessen the sorrow of other human were quickly passed 
to the sorrowing president and his family 

President Getschow gave orders that the convention 
hould proceed as had been planned, and, as all within 
the ranks are good soldiers, the orders were obeyed to 
the letter. 

Vice-President J. B. Walker, of Pittsburgh, assumed 
the duties of president, presided at all meeting and 
carried the work forward in a highly satisfactory way 
Mr. Walker has endeared himself to the membership of 
the association, and, did not other dutie prevent his 
going further, he would have ‘been re-elected to the board 


of directors, and, no doubt, advanced to the presidency 


PROGRESS AND OPTIMISM 


N the absence of Mr. Getschow, Vice-President Walker 
I read the report which the president would have read 


had circumstance permitted him to 
be present This report dealt with the 
progre of the association and the 


heating industry, the responsibility of 
contractors and the value of organiza 
tion 

“In the thirty-four vears of our asso 
ciation,”’ read the report we have 


accomplished more than any one mem 





ber could possibly hope to accomplish 
in multiples of thirty-four vears, even 
if he had been permitted to live that 
long.” 

Mr. Getschow brought to the atten 
tion of the membership the object 
and purposes of the association, a 
clearly set forth in the by-law The 
— jects and purposes are 


Che fostering of trade and com 
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merce among heating and piping contractors; to reform and piping business,’’ he continued, ‘‘serenely confident that 
abuses and secure freedom from unlawful and unjust exac as business men we had no concern in politics. But we 
tions; to diffuse accurate and reliable information concern should be concerned with the affairs of the government of 


ing the address and standing of manufacturers, contractors this country If the world is out of joint and going to the 
and merchants, and other matters, by monthly or weekly dogs, it is our mission to think sanely and to give our 
bulletins or otherwise; to procure uniformity in materials influence and teaching toward a proper adjustment. 


and certainty in the customs and usages of this industry; “Just respect for our government compels us to assist 
to settle differences between its members, and between its in enforcing our laws until we can repeal them. ro 
members and others; to promote a larger and more permit any person or group of persons to decide what laws 
friendly intercourse among those engaged in this industry hould be obeyed and what laws may be ignored is anarchy 
and, for general mutual protection, conservation and in its worst form.” 

advancement of the industry of steam and hot water The Value of Organization 


heating, ventilating, sprinkler and other pipe fitting.” se : : 
“Observe the value of organization,” said President 


Reasons for an Association Getschow’s report “You may learn, from the reports 

He emphasized the reasons for the association in these presented at this convention, the results of many months 
word By its terms it seeks better understanding be- of intensive study by various committees. You may learn 
tween man and man; better appreciation of the fact that of the progress being made In assisting legislation, of the 
we are all human, cast in one mould, of similar tastes, work of standardization of our products, of specifications 


habits, interests and desires; realization that what we for our work, of the establishment of certainty in the 
seek in our daily work is not primarily profit and gain, customs of this industry, and in the progress in training 
but rather the things such gain brings -contentment apprentices to our trade. In these, and in dozens of other 
happines joy of living, satisfaction with ourselves and pheres, litthe progress can be made without organization.” 
our efforts and with our fellows; and respect for the effort In summing up the benefits of the association to each 
of the government under whose vast system and by whose member, Mr. Getschow mentioned that each one may pro 
protection we live our life and carry on our work It is ceed according to fixed ethies as outlined and thereby 
the purpose and aim of this organization, aside from the acquire the respect of the general public. Each member 
utilitarian aspect of aiding its members and the industry also has the power, by means of the organization, to pre 
is a Whole in the solution of the diversified problems daily sent his views and to help correct whatever seems to him 
confronting it, to aid its member in becoming better to need correction in the industry His influence aga t 


itizen and broader and better unfair or unwise legiSlation is 





mer multiplied again and agai: 












he is kept abreast of the times 
and he is informed of the 


We can neither ignore hot 
escape our responsibility to our 
discoveries and best thoughts 
of all his fellow members 

The Zip and Zest 
of Cathell 
Chicago’s new mayor, Juds: 


eountry aid Mr. Getschow in his 
report He called the attention 
of the convention to the great 
number of legal restrictions that 


have been made, and the increas 





ing number of regulations of priv Dever, expected to open th 





convention with a ger 
uine “I Will’ welcome, 
but just at the hour 


ileges that have been inaugu 
rated, and stated that with 


uch a multiplicity of law 





their equal and just enforce when he should have 








ment has become practically been present he was busy 


impossible. This, he said, has ousting an  ex-mayor's 
school board. So he sent 


the new city attorney, 


served to produce in the mind 
of the average mana contempt 
who, in the usual way, 
vave the delegates and 
friends the usual f! 


¢c 
dom, and hurried back 
era to the firing line at 
: the city hall. 
N we ) 
eames 


POI OT a 
a | 


for all laws, ‘‘and for this you 
aud Lare equally responsibl 


“In utter disregard of out 





duties as citizens we 





have given our time and 


thought to the heating 











pire 














In Top Picture: A. G. Pilugradt, Henry Brenner and F. H. Meadows, All of Milwaukee.—In Center Picture: Vv Ww. 
Guercio, Los Angeles, Calif.; Miss Gertrude Spencer and F. 8. Spencer, Both of Mi nenpolis.—Bottom Picture at Left: W J. 
Gemeny, W. BR. Graves, G. E. Henrich, T. E. Monaghan and H. Peckham, Jr., All of Chiecngo.—Bottom Picture at the Richt: 


W. J. Pulte, Mes. and Mr. J. A. Ziesse, All of Grand Rapids, Mich., and Willinm Kersies, of Kalamazoo, Mich. 
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J: Cathell, of the Philadelphia Chamber of Com 
me-ce, put into the convention a high degree of “zip and 
zes',”’ aS a waiter in a nearby room termed it. It was all 
of ‘hat, and more. 

ir. Cathell is a preacher of business optimism He 
has lived long enough to know that most of the things 
we worry about never happen. For, said he, “If you can't 
get what you like, like what you've got. But don't sit 
around and wish for better things—-don't pray for them 
Go out after them—-work for them You've got to do 
your part first. The Lord will finish, but you've got to 
start things.”’ 

He believes that labor and capital are growing closer 
to each other, that they are slowly reaching a better un 
derstanding. He said: ‘‘The labor question is not so much 
a juestion of labor as it is a question of play. We, as a 
people, are not working less, but we are playing more 
You contractors, you employers, must set an example 
You must be leaders; you must show your men that you 
know how to work; you must play the game both straight 
and strong; get employes into the habit of thinking that 
they are not working for you, but with you.” 

Vr. Cathell’s speech was like a tonic It was an in 
spiration. It tickled the crowded convention hall, and, at 
the same time, made everybody think. He was roundly 
applauded and given a vote of 
thanks. 

COMMITTEES APPOINTED 

HE speech of Mr. Cathell put 

the entire assemblage in rare 
good humor. And, everything con 
sidered, this was needed. More 
“zip and zest’’ was added when T. 
I. Magan, acting as general chair 
man of committees for the Chicago 
Master Steam Fitters’ Association, 
which was the convention host, an 


nounced the many enter- 
tainment features provided 
for members and guests. 


ou 
Cl 


ters’ Association did itself 


pr 
de 
it 


rising vote on the last day. 


appointed the following 


co 


Ne 


In passing it may not be 
t of place to say that the 
iicago Master Steam Fit- 


oud on this occasion. It 
served the many thanks 
received, including the 


Vice-President Walker 
mmittees: 


Auditing: J. T. Dyas, 
w York City; Charles 
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Schneider, New York City; William H. Curtin, Brooklyn, 
m. 2 

Credentials F. S. Spencer, Minneapolis, Minn.; John 
J. Geerin, Cincinnati, Ohio; Robert J. Currie, New York 
City. 

Resolutions: J. E. Rutzler, New York City; R. T. Smith, 
Pittsburgh, Pa.; Stewart A. Jellett, Philadelphia, Pa 

Nominating Edmund Grassler, Milwaukee, Wis.; Wil- 
liam A. Pope, Chicago; Harry G. Black, Philadelphia, 
Pa.;: Walter Klie, Cleveland, Ohio; George M. Scott, New 
York City 

Association Relationship: V. W. Guercio, Los Angeles, 
Cal.; George J. Robischung, Houston, Texas; F. A. Clegg, 
Louisville, Ky.; Julius A. Ziesse, Grand Rapids, Mich.; 
V. L. Sheldon, St. Louis, Mo 

Association Improvement Frank H. Meadows, Milwau 
kee, Wis.; Joseph G. Hayes, Indianapolis, Ind.; Harry 
Smith, Memphis, Tenn 


BIG MESSAGES FROM BIG MEN 

EAN ANDERSON, head of the Research Labora 
tories, of Pittsburgh, being called upon by Vice 
President Walker and by the applause of the audience, 
said “IT am more interested in human beings than I am 
in traps, boilers, and heating apparatus Boilers are 
built for people, and not people for 
boilers. And, after all, your ques 
tions and problems are not so much 
questions of steel and iron and 
B.t.u.’s, as they are questions and 
problems of humanity The real 
optimism of this time,”’ he said, ‘‘is 
to be found in organizations of this 
kind, and among men who are 

doing real work 
“When I was a boy I started asa 
cub steam fitter, and, in holding 
that job, I learned more of the 
problems of life than I ever 
learned in college The 
heating and piping con- 
tractor typifies that virile 
set of men in this country 
who are doing things. Col 
leges, of course, are train 
ing men for your particular 
kind of work, and, I must 
confess, that I have in the 
past criticized colleges I 
have been dean of a college 
of engineering for thirty 
two years, so I think I am 
somewhat privileged to 
criticize college professors 














of the General Electric Co., New York City.—In Center Picture: 


of 
Ch 





'pper Half Circle: E. J. Cathell, City Statistician of Philadelphia, One of the Speakers, and Charles V. Haynes, Vice- 
President of Hoffman Specialty Co., Waterbury, Conn.—In Lower Half Cirele:  V. Chafer, Cleveland, and Harry G. Issertell, 


Memphis, Tenn.—In Bottom Pictures from Left to Right: 


Mr. and Mrs. J. Fischer and Mrs. and Mr. ©. ©. Harstick, All 


Mrs. T. I, Magan, Mra. P. J. Baldwin and Mrs. L. Braun, All of 


fengo; Retiring President J. B. Walker, Pittsburgh, and Wm. J. Woolley, National Trade Extension Bureau, Evansville, 
Ind.; Joseph E. Keeton and George R. Lewis, Both of Richardson & Roynton Co., New York City, and W. P. Murphy, of 


Walworth Mfg. 


Co., Chieago. 








Leuts T. Braun John TT.) Bradle 
Chicago St. Louis 
[ stayed in the engineering profession becau 


ry 


| 


Saw 


the fallacies of the universities of this country in training 


men Some of you heating and piping contractor 
had experience with graduates from engineering 
have murder in your heart a oon aS you se 
coming It i eldom that the graduate is trained 
the right attitude toward life The trained man 


who will forge ahead, and find out what there is t« 


hs 


l 
( 

( 
to 


iving 
i0ols, 
them 

have 


one 


» know, 


using the college as a stepping-stone to higher things. 
It is absurd to say that a man is equipped for a profes- 
ion as soon as he leaves college A man does not really 
acquire what might be termed an education until he is 
about fifty vears of age Young men should come from 
the college in a more humble attitude, and should realize 
that the date of their graduation is really the day on 
which they should start to learn The trouble is that 


the average graduate has not been put in the proper frame 


of mind toward life and toward his prof 


ession 
‘Now with reference to heating and ventilation 
ard We are all interested in this art of heati 


ventilation, and it will not take anything from 


stand 


ng 


and 


anyone 


f we co-operate and consolidate the information so de 


ved These B.t.u.’s that we talk so much about 


ommon as breakfast food to us, but I don't yet 


know what thev are \ heat meter has been devise 


nN 


ever. that will measure the flow of heat, and our 


at the Research Bureau is to put on paper all th 


that we can with reference to these problem 


Research Is the Backbone 


a 


d 


re as 


really 


how 


object 


tact 


This question of research is the backbone of industrial 


problems, and there can be no real progress so 
there i ecrecy in regard to the facts brought out 


nection with the research work. We have in the 


lor 
in 
I 


if as 
con- 


nited 





Joseph H. Volk w. 8S. Fleisher 
Milwaukee New York City 


J. B. Waltker Cc. W. Sisson 
Pittsburgh Boston 


tates a wonderful example of nearly every industry 
ing to the public the results of their scientific investi; 
tions There is no finer sport than to start to find ¢ 
relation between matter and energy, especially energy that 
will contribute to human comfort and betterment. 

“The Western Electric Company, for example, is spend 
ing nine million dollars on research work to find out 
little thing how to make little improvements in the 
telephone That is the basis of progress. It is a kind of 
youth, and a sort of an enthusiasm toward life that mak« 
uch things possible The progress in the profession 
which you represent is just a matter of youth—the resu:l 
of a state of mind. Old age is nothing but the abandon- 
ment of ideas You are in a business that is supposed 
to bring happiness to humanity What an inspiration! 
What an opportunity to become youthful and to remain 
youthful in the pursuit of ideas. 

“The artist has the same order of mind of which | 
speak, and the same order of mind which I think is the 
driving force of each man whom I see before me. 

“T was taken to see that great statue on the Midway 
Plaisance, designed by Lorado Taft, entitled ‘The Fountain 
of Time.’ This remarkable piece of sculpture was inspired, 
I learned, by a poem written by Austin Dobson, who said 

‘Time goes you say? Ah, no! 
Alas, Time stays, we go; 
Or else, were this not so, 
What need to chain the hours, 
For Youth were always ours? 
Time goes, you say?—~ah, no!’ 

The poem from which he quoted was a variation of the 
words and sentiment expressed by the French poet Ron 
sard Did Mr. Taft think of the amount of money he 











H. A. Snow ct. A. Smith 
Boston Elizabeth, N. J. 
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was going to make? Does I believe not 
I truly believe that the 
the one who thinks not about dollars first, but rather about 
leaving, as a monument, 


the engineer? 


engineer who succeeds best is 


some such achievement as a 
wonderful piece of heating equipment, or some achieve- 
ment in research, that will benefit humanity. Your prog- 
ress in the field of engineering is going to be largely in- 
fluenced by whether or not you keep yourselves young 
No man can claim to be educated who cannot do one thing 
well, and this applies to the heating and piping contractor 
as well as to everyone else.”’ 
Dean Anderson given 


well as a 


was enthusiastic applause, as 
vote of thanks. He is one of the many 


the art of 


men in 


the profession who is leading heating upward 
and onward 
A Mighty Force Is Organized Business 
Harry A. Wheeler, 


Chamber of Commerce 


a AM yy SS 


the United 
the 


first president of States 


and vice-president of Union 
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A Calm, Unafraid Attitude 


‘Today as I read the conditions,” declared Mr. Wheeler, 


“there is no fundamental law that can govern, and there 
is no fundamental rule that can be applied The fact is 
that there is no normality in business, nor in prices, nor 


in the condition of labor But if you pay too much atten- 


tion to the various difficulties that you see heralded in 
the daily press, if you are influenced by these things to 
too great an extent, then vou are perfectly sure not to 


acquire your share, which your branch of industry should 
bring to you 


that, 


This vear and the next, and the vear after 
the 


and views the situation calmly, analytically, and unafraid 


will reward man who knows what he is after 


“The development of research in this country is of the 


greatest importance in its relation to business and manu 


facture and wealth; but we have not vet seratched the 


surface, either in scientific research, nor in the safe- 


xuarding and intelligent conduct of busine 





The Heating and Piping Contractors National Association at Its Thirty-Pourth 


Trust Co., of Chicago, was given quiet attention and loud 
applause for his analysis of business and economic condi 
exist, 

said Mr 
than 


tions as they now 


filled 
the history 


Wheeler, “is more with 


other decade in 


“This decade,” 
matters of interest 


of our country, and more filled with matters of great im 


any 


portance to our economic, political and social life. 
“This 
tionship to international affairs. It 


country has passed entirely out of its old rela- 
is now developed to 
commerce, in foreign and 
has the 


We have had launched upon us, rather 


degree in industry, in 
trade, It 


debtor to creditor. 


a high 


domestic changed from position of 


suddenly, a great responsibility a responsibility for 
greater production than can be used in our own markets 
enough the 


a responsibility for greater wealth 


a responsibility for production to satisfy 
demands of the world 
than we can use at home, and a responsibility for the use 
of that wealth. 

“One-half of the world’s gold lies in the the 

This is an element of danger as well as 
The United States has now the finance, the 
We have just 
depression 
We 


we eased ourselves up, 


vaults in 
United States 
or security. 

industry, and the research of the world. 
through inflation and greater 
than was ever before experienced in this country. 
then 
and we will now have to ease ourselves down again. 


been greater 


have eased ourselves down, 





Convention in the Ball Room of The 


Annual 
Droke Hotel in Chiengo, May 23-26, 1923. 





Mr. Wheeler mentioned, as an illustration of the lack 
tance of an 


trade 


associations, the ins 
had 
$20,000 for 


of vision of some trade 


acquaintance of his, who tried to persuade hi 


research work, but 


He had 
money He 


organization to put up 


could get no whole-hearted response agreed to 


put in $1,000 or $5,000 of his own main- 
tained a research department in his own plant, and under 
investigation, but he felt that his 
that he also had 


the 


stood the value of such 
responsibility did not stop there. He felt 


a duty to perform toward his associates in same 


field. He felt he was under obligations to urge them to 
undertake such research work as he was doing, knowing 
full well the benefits that come to the whole profession, 


and, not only to them, but to the buyers of their product, 


the country at large, and to the wealth of the nation 
through such a procedure 

Mr. Wheeler cited many instances, not only in heating 
and piping, but in other industries, where research work 


was of inestimable benefit Organized business will serve 


itself best, he stated, and will serve every unit in it best, 
when it will afford facilities for exhaustive research 
A Menace to the Nation 
“The wealth-producing power, the international pres 
tige, and the very safety of the United States,” he said, 


“is lessened by every man who stays at the bottom, and 
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fails to rise to the top.’ The man who does less than 
a day’s work, Mr. Wheeler intimated, is a menace to the 
nation And that is true,’” he said, ‘not only of the 
laborer, but it is true of every one of us Each one of 
is has an obligation to perform a day's work, just a 
much as the man we condemn who lays brick, and lays 
less brick in a day than he is reasonably capable of doing 
We are all guilty, and all responsible, more or less, for 
the conditions that we find confronting us today.’’ 
Organized busine ’ he said, “is the greatest force in 
the world today, and is the least used How much has 
your association, and the other six hundred trade associa 
tion of the United Stats et aside for correcting the 


conditions that you are facing The annual income of 
them all is not so much as the annual income of two major 
labor union It is the mission of the trade association 
to ferret out the truth, not only in scientific research, 
but also in economies and in what is best for the nation 
and for the individual in the various fields of endeavor 
and to present these truth oOo that they will be heard 
and felt and understood, and 
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trade associations entering the field of usefulness tl 


is rightly theirs He urged them to push research wor: 
to take hold of the wonderful power that is in the 
hands for the safeguarding of the nation against radic: 


ism, against faddists, and of putting business and civ 
ization and the comfort and well-being of the people 
a firmer foundation than it has ever been before 


The Secretary Reports 
served the Heating a1 
for twenty-six 


machinery of a conventi 


has 


Association 


Gombers, who 
National 
and the 
without fuss or flurry, presented his annual report. 
He reported that the had 
somewhat during the last year through the death of s¢ 
members of the 
the first 
Walter J. 
Plumbing Co., of 
Harry D. 


Henry B 
Piping Contractors 
years, 


who handles 


membership been thinned 


eral prominent association. 
Reynolds, 
had passed away. 
founder of W. J. Seholl 
killed by an automobile. 
the M. H. Crane Estate, died at t 


age of sixty-eight. Mr. 


secretary of the 
Scholl, president and 


George H assoc 
tion, 
Youngstow! 
Ohio, was Crane, 


who was president of 


Cran: 





become what they should be 


the greatest Influence for good 4A 


in the country. 





served two terms as president 
of the 
Brady 


association. B. W 


and John R. Sheehan 




















From Left to Right in the Three Top Pictures are: TT. J. 
Chatlacombe, Alton, TL; Mes. W. G, 
City, Hib; A. K. Challac Alton, 
of Irvington, N. Y¥.; Edward Kanney, of La 
United States Detroit; 


Hike; ©. 
Porte, Ind.; F. J. 
Mra. F. J. 


(cranite nbe, 





Radiator Corporation, 
land, 0.; O. J. Prentice, C. A. Dunham Wm. R. 
Dunham Co., Chicago; E. C. Molby, Central Radiator Co., 
Hf. Riblet, New YVork, of C. A. 
A. White, Crane Co.; C. 


Co., Chicago; 


Radiator Corporation; EF. 


How: T. J. Sullivan, Secretary, C. 


Flemming, 
Bergner, Granite City, TL; 
DD. Brownell, Champaign, UL; J. M. Chapman, Jr.; Burnham Boiler Co., 
w“ cider, 
Weider, 
Cc. W. Farrar, Excelso Specialty Works, Buffalo, N. ¥.—Lower Left Picture: 
Stockwell, 
New York City; Macy 8S. Good, C. 
Dunham Co., Chicago.—Lower Right 
W. Adams, Hoffman 
H. Chase, John E. Royal, J. Fagan, A. L. 


Alton, Tih; J. C. 
Mra. T. J. 


English, Enust St. 


Louis, Ill.; Mrs, A. kh. 


A. Ruch, Flemming, Alton, IIL; Wm. G. Bergner, 


Mra. O<. FE. 
Dean F, 


Edw. E. MeNair, Vice-President of 
Paul Anderson, Pittsburgh; Mra. P. W. Schneider, 
Cc, C. Cleland, Reliance Gauge Column Co., Cleve- 
Weil-MeLain Co.; C. A. Dunham, President of C. A. 
A. Dunham (v., Chicago; Maj. W. 
Upper Row: R. K. Millward, United States 
Specialty Co.; J. HH. Hieks, and C. F. Huber. Lower 
Haller, J. FE. Meagher, All of General Boilers (»., 


Frank, 


Picture, 


Waukegan, Ill. 


Look to the Safety of Business 
“Propagandists are at work in this country undermin 
declared Mr. Wheeler, “and 


the dissemination of 


ing business,” they wield a 


mighty force for misinformation. 


What is going to happen within the next decade? It is 
for trade associations, by means of their money, and 
influence, and the position they occupy, to look to the 


safety of our country, and to the safety of industry, and 


to the safety of their business, particularly during the 
next few years.” 
The effect of this address upon the audience was that 


Mr. Wheeler, in 
him, emphasized 
this time, of 


delivering its 
the 
extreme 


it arose in applause. 
thanks 


necessity, particularly at 


responding to vote of given 


again the 


were also missed from the convention hall, having, been 
called by death 
The Function of Trade Associations 
Mr. Gombers said that the Chamber of Commerce 
the United States of America has approved of several p: 
posals with reference to trade organizations. These p 
posals were submitted to the chamber by a represen! 


tive committee from trade organizations, and are int 
esting 

The proposals include (1) the assertion that trade a: 
for every important branch of in- 
(2) that trade associations sh 
continue free from special forms of government cont! 


that statistics of capacity, | 


ciations should exist 


dustry and commerce; 


(3) they should collect 
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4. J. Butow, Evanston; M. L. O'Malia, of 
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Mo.; DD. A. Westbury, 


i 
> a Bend, Ind.; J. EB. 
i< Mo.; » Fe enteauion. 


I. Bauer, St. 


Evanston; M. T. Reddy, of Chicago; Geo, E. Westbury, St. Louis, 
Kearney, of Evanston, Ill. Sales Manager, O-1K 
aia Mfrx. Co., Milwaukee, Wis 
Geo. D. Hoffman, President, Hoff- 
man Specialty Co., Waterbury, 
Conn.; E. W. Sanborn, of Sanborn 
& Lindeblad, Chicago. 
duction, stocks and sales for their respective industries lies. It will usually be found that the situation is com 
(4) that statistics of actual prices in closed transactions pounded of both right and wrong 
should be collected by them; (5) that they should avoid “There never was in connection with the Sherman law 





any interpretation of statistics or other comment which any idea that there was or should be any limitation upon 
could induce or facilitate concerted action on the part the right of the individual to fix the price of his 

of the members; (6) that such statistics should be made product.’ 
available to the public, to the government agencies A book, in preparation by Herbert Hoover, Secretary 
nterested, and to commerce, as to members. of Commerce, on trade association activitie was com- 
An Adventure in mended, The ob- 
Moral Business jeet of this work 
is to tell the public 


Co-operation 
In view of the 


Sing! 


what a trade asso- 


, ! 
Sing! ciation is, and to 


foregoing, Mr. 
Gombers said it The St. Louis Association, led by “‘Judge”’ English, warbled this es wy ae 
is of interest to Gallagher and Shean refrain to much applause. “ se dedtocin ’ 3 
learn that a new ing which may 
atiatics an’® yrevail in the 
of wT ae es Oh! Mr. Gallagher, Oh! Mr. Gallagher, “ ublie mind by 
‘‘manufacturer’s Tell me how you figure plans to get steam heat. setting forth the 
entire movement 


I have my B. T. Loss 
And my radiation cost, 


institute” is called 
by its originator, 
“An Adventure in 
Moral _ Business 
Co-operation.”’ The 
plan contemplates 
the collection of 
stock and price 
and production 
statistics that are 
made available to 


Oh! Mr. Shean, Oh! Mr. 





But my figures and the plans do not agree. 
Shean, 

I can tell you where your estimate 1s wrong. 
The percentage you must take 

Before profits you can make. 

Is it discount, Mr. Gallagher? 

No, overhead, Mr. Shean. 


organiza- 
American 


toward 
tion in 
business. 
Basis 


Service the 


of Trade 
Association 
The root of the 


sociation 
iid Mr. 


trade a 
is service, sé 








anyone interested. 

Mr. Gombers 
quoted Norman B. Gaskell, a member of the Federal Trade 
Commission, who said: “It is futile, or worse, for legisla- 
or administrators to assume that things go wrong 
through the perversity of men, or the determination of 
men to do wrong. The course of wisdom is to take the 


tures 


tangled skein of circumstances and unravel its confused 
threads for the purpose of finding out wherein the trouble 














Gombers The 
prime funetion of 
the trade associa- 


tion is to raise the plane of its particular craft, by educating 


understanding of business ethics 


make for 
The 


its members to a better 
the 


of production and distribution 


and other factors which higher standards 


merchandise of the 
trade association is service 

Mr. 
the 


Gombers then outlined the various kinds of service 


association can render, such as giving information 

















A Group of Delegates from Racine, Wis., who 
Motored to the Convention. 





Mr. 
chung, of Houston, 


and 





Mra. 


and Mr. W. 
Mr. W. F., 
Cleveland, 


Jones, E, F. 
All of 


Mra. 
and 


Cc, 
Bohm, 







Sobotta, 


Mra. Hann, 


G. J. Robis- 


Tex. 
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regarding proposed legislation, keeping committees ad 
vised of many kinds of information which it is to their 
advantage to know, collecting information and data of 
various kinds, as well as keeping records of wages and 
conditions in various parts of the country 

We have been called upon to determine the meaning 
of trade phrases,’’ he said “Advice is given as to trade 
custom hipments, payments, and location of makers of 
product help is given in obtaining quotations on certain 
equipment and tracing lost order advice is given regard 
ing technical bool locating repair parts, and many other 
varied forms of service are rendered 

Ma we remember hie iid that mere details are 
lost sight of when the days of 
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June 2, 1923 
had been offered—one of $50 for the best 
another of $50 for the best insignia. After 
spending many hours over those submitted, it was decided 
the prizes. It is not expected fhat the priz 
winning slogan and insignia will be used, but it is hoped 
that out of these will eventually grow the slogan and the 
insignia that are wanted. 

The Winners 
The prize for the best slogan submitted was awarded 
to F. D. Kirsch, Jr., of Nanty-Glow, Pa. 
“Heat It With Radiators.” 
Frank A. Merrill, of 
the most appropriate insignia submitted. 
The committee will continu 


Two prizes 


slogan, and 


to award 


Prize 


The slogan reads, 


Boston, was given the prize for 





hand. It is 
that will stand 


only 


reckoning are at 





the larger matter 
remembered, when 
the 


Pope in his Essay on 


out and be 


lines of 
Man, 


we can emphasize 





to work to find the right slogan 





and insignia, and it hopes by 
the time of the next 
convention to have 


annual 
something 
definite to offer the association 














In Top Picture: W. Deud, of Cleveland, and G, G. 


Milwaukee; FF. H. M. 


ro 1. Magan, J. A. Cook, William Gawne and Willlam Thumm, 
Howard and H. A. Snow, All of Boston.—In Center Pieture: 
Kirk and L. G. Kirk, All of New York City —Lower Left Pieture: 


Registration Committee.—Lower Right Hand 


(.ifford, 


Members of 


worth Mfg. (o.; BR. Lb. President, and J. ©. 


MeCarty, of the L. J. 


which run: ‘For forms of government let fools contest. 


Whate'’er is best administered 1s best’. 


THE RIGHT SLOGAN IS HARD TO GET 
OR many months the Heating and Piping Contractors 
National Association has been trying to find the right 
and also the right kind of an insignia 
or trade mark About eighty, all told, sub- 
mitted, but what is wanted. 

In explaining the matter, W. H. Driscoll, of Long Island 
City, New York, said “The slogan and the insignia are 
for the education of the public, and not for the contrac- 
tors. Therefore, that 
of interest from a technical or trade point of view, they 
do not mean anything to the public.” 


kind of a slogan 


have been 


none is 


while many have been sent in are 





Wooley, of 
Riley, of the Milwaukee Office of Bishop & 
All of 
Miss Lillian Donnelly; C. 


Picture: W. EB. 
Matchett, Secretary, Both of Hlinois Engineering Co., Chicago, and E, ©. 


Mueller Furnace Co., Chicago. 


Bowers, of 
Patterson, 
Frank W. 


Babcock Co.; A. F. 
Row: M. A. 
Merrill, C. W. 
Smith Co.; Miss Adele 
Lavelle and T. F. Hanley, Jr., 
Impey, Manager of the Chicago Branch of Wal- 


Both of Bishop & 
Cleveland.—tIn 
Frank A. 
A. Miller, H. B. 


Chicago, 
Babcock 
Chicago; 


Co. Second 


Sisson, 


Rn. 'T. Wray, F. E. Moran, E. 


COMMITTEE REPORTS 

N reporting for the board of directors, Frank A. Merrill, 
the chairman, emphasized one point which cannot be 
emphasized too often. This, to many, may seem like a 
little thing, but don’t forget that it is the little things, 

when rightly used, that help an industry to grow large. 
The point, which has been mentioned before, and which 

will, no doubt, be mentioned again—many, many times 
is this: A plumber who does plumbing exclusively should 
be designated as a “plumbing dealer,”’ while a heating 
man who does an exclusive heating business should be 
known as a “heating contractor.’ These two terms have 
been adopted by the National Association of Master 
Plumbers and by the Heating and Piping Contractors 
National Association, and they should be used everywhere 
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These terms, like slogans and insignias, 


proper education of the public. 
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are for the Al 
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Hart, 
Austin Pope, 


Robert C 
Chicago; R. T. 


Chicago; Morgan, Philadelphia; S. 
Smith, Pittsburgh. 


Mr. Fleisher, in presenting the report to 











Plumber 
Plumbing 
dealer. 

Heating — 
Heating 
Contractor. 

If a firm, 
or individ- 
ual, does 
both plumb- 
ing and heat- 
ing, it should 
use the words 
— Plumbing 
Dealer and 
tractor. 

If all in the trade will 
take up this idea and stick 
to it, the public will soon 
be able to distinguish be- 








Heating Con- 


tween plumbing and _ heat- 
ing; also between’ those 
firms which do plumbing 


and those which do heating. 

Mr. Merrill, in his report, 
pointed out that only 
through education can the 



















































heating contractor be made 
to understand that he must add his over- 
head to the cost of a job before he can 
tack on his profit. Overhead—the legiti- 
mate cost of doing business—is a fixed 
just as surely as is the labor 
charge or the charge for materials. 

It was reported that 609 members and 
registered for this con- 
This being true, it is safe to say 
interested 
tended the Chicago meeting. 


expense 


guests had been 
vention, 
that perhaps 800 persons at- 
Standardization 

The Handbook of Engineering Stand- 
rds, which is now being mailed to the 
members of the association, is the very 
best report that the committee on stand- 
rdization could possibly have made, In 
ze the book covers only about fifty pages, 
but in value it is as large as a dictionary. 
t has entailed a big year’s work. 

The committee deserves great praise. It 
onsisted of W. L. Fleisher, chairman, New 
York; Ralph S. Franklin, Boston; Harry 








the convention, spent considerable time in 


explaining the method given for figuring 
radiation This brought up many ques- 
tions, and one old member remarked that 


“in the early days we figured radiation with 


our feet.” 
rhe committee suggested, as the work to 


be carried on next year by the new com- 


mittee, a continuance of the handbook, pipe 


sizes, boiler and chimney sizes, methods 


of testing, roughing dimensions of radiator 


supply valves, and co-operation with the 


American Engineering Standards Com- 


mittee. This, no doubt, will be done. 
Mr. Fleisher also 


mended 





recom 





that the guarantee 
of radiation quantities, de 
this handbook, 


be worked out by the board 


veloped for 
of directors as a means of 
increasing the membership, 
and for the elimination of 
other guarantees from other 
proposals and contracts of 


the society. 


Increase in Membership 
Herbert A. Snow, of Bos- 
ton, in his 


report, showed 


that ninety - one 





new 
divided 
twelve states, had 


members, 


among 


been admitted to 
the 
during the last 


association 
year Two new 
local associations 
had been organ- 
ized—one at Ra 
cine, Wis., 
eight 


and one at 


with 
member i, 


Cin- 














In Top Picture: R. H, Rowe, W. B. Van Sickle, Edw. D. Maurer, M. L, 
Crowell, Walter Kile and W. CC. Clark, All of Cleveland.—In Second Pie- 


ture: KH. BB. Miller, New York City: J. J. Donaghue, New York City, Man- 
ager of National Radiator Co., Tohnsastown, Pa. EF. A. Finegan, of Unit 
Ventilation Co., Ine., College Point, NN. J. W. J. Lohman, of the Ozone 
Pure Alirifier Co,, Chicago, and J. WU. Cooney, of Harrison, N. J.—tn Whird 


Picture: F. G, 
of Cincinnati; HH. G. Kreisel, American Radiator Co.; C. W. 
cngo, and H. O'Hara, Cincinnati.—In Bottom Picture: LL. T. Braun, T. 1. 
Dickerson, J. A. Cook and J. P. Baldwin, All of Chieago. 


Turner, American Radiator Co., Chicago; C. T. Schlemmer, 


Johnson, Chi- 


Magan, George HU. 








_ 
~ 
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The work of steam fitting and piping requires the serv 
ices of both journeyman and helper. Because of this, th 
report suggested that apprentices be selected from helpers 
and that these helpers be designated as “certified stean 
fitters’ helpers.”’ 

Joseph G. Hayes, of Indianapolis, spoke on the subject 
and urged the association to keep this vital problem aliv: 
and to keep it moving. 

Edward Kanney, of La Porte, Ind., gave a brief outlin: 
of the apprenticeship plan as worked out by the com 
mittee of the National Association of Master Plumbers, i: 
co-operation with the Trade Extension Bureau. This plan 
no doubt, will mature at the convention at Atlantic Cit 
in the last week of June. After that full details may b: 








expected, 


TO DEAL DIRECTLY WITH UNCLE SAM 
HE committee on legislation, of which J. B. Walker 
was chairman, first told of its purpose. It was ap 
pointed to co-operate with like committees of the Nationa 
Association of Master Plumbers and the Association of 
Electragists-International, in an endeavor to obtain a 





national enactment, similar in effect to those laws now 
operative in a number of states, by which the heating 
and ventilation and the plumbing and electrical work 
are awarded as separate contracts in all public buildings 

The committee, Mr. Walker continued, composed of M 
L. Crowell, of Cleveland, members of the board of dire« 








In Yop Pieture: Thomas J. Claffy, Chicago; Warren W ebster, 

President of Warren Webster & Co., Camden, N. J., and L. i. 

Quackenboss, of the New York Office of Warren Webster & 

Co—Center Pieture: George J. Dehn, President and General 

Mannger of the Compound Injector & Specialty Co., Chicago, 

and H. J. Knepper, of Buffalo, NV. Y—In Cirele: John J. 
Vogelipohl, Cincinnati, ©. 





cinnati, Ohio, with a charter membership of eleven firms. 






















A strong membership drive 








will be waged during the next 
tors, Henry B. Gombers 


and himself met at New 
York, in December, 1922 
At this meeting Walter D 
Nolan, of Washington, past 
president of the National 
Association of Master 
Plumbers, was elected gen 
eral chairman. A sub 
committee of two was 
appointed to go to Wash 
ington at once, to look up available counsel, and with thi 
counsel examine into the legislative situation. Advice wa 
given that it would be difficult to present the matter a! 
the present session of congress. 

Three avenues of approach suggested were: (1) prep 
aration of a bill for introduction at the next session of 
congress; (2) an attempt to reach the heads of those de 
partments in which the construction of government build 
ings originate, and show them the advantages of th 
separate contract plan; (3) the presentation of the who! 
question to General Lord, head of the Budget Bureau 


year 
Apprentices 
The apprenticeship problem is 
such a big one, and so many 
ways are suggested for handling 
it, that the report of the com 
mittee on this subject was 









placed on file, to be worked out 


during the coming year 




























Top Picture: N. P. Bishop, New Haven, Conn.; A. N. emphasizing the economy of construction to the govern 
Chambers, and J. FE. Rutzler, Both of New York City; ment by adopting the proposed method. 
EMas 5. Gentsh, Wianbeth, N. 5.5 Stewart A. Joliet, Phita- Reports were made to the board of directors of the 


deiphia; Harry G. Biack, Philadelphia, and Wm. G. Le ; ‘ . y . i an 
Compte, of Jenkins Bros., New York City.—In the Middle Heating and Piping Contractors National Association ar 


Picture: Otto Biefeld, Watertown, Wis.; J. E. Keeton: the National Association of Master Plumbers, resulting |: 
Fred W. Zahm, Wauwatosa, Wis.; T. H. Buettner, F. A. an approval from each one. John F. McCarron, a Was! 
Mueller, B. Dereszynski and E. J. Lomaaney, All of Mil- ington attorney, was then employed, and authorized t 


waukee.—The Picture at the Bottom: Part of the Dele- 


2A , > pare : tl 
gation from New York City. proceed with the preparation of a brief setting forth 
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dvantages of the separate contract plan, and the pre 
ntation of it to the proper officers of the Budget Bureau 
It developed that the committee was most fortunate ir 
aving followed out the third plan, and timely in havins 
ie brief ready for presentation General Lord, head ot 
he Bureau of the Budget of the Treasury Department 
ad formed the Interdepartmental Board of Contracts and 
\djustments, with Gordon A, Ramsay, an attorney of 
Chicago, as chairman Example 


iven in detail with all figures attached 


if pecitt case were 


A golden opportunity was offered when Mr. Ramsay in 
vited members to speak on the subject. presented, or to 

k any questions related to it Thus many phase were 
introduced and very thoroughly discussed, phases which 
ould not properly be presented in the briet Representa 
tives of the committee, rising to the occasion, offered 
trong and pertinent arguments to the variou Inquiries 


While the Board of Contracts and Adjustments cannot 


be expected to take any action that will establish a tixed 


future procedure in the separation of contracts, yet its 
composition was of such a high character, its reception 
o kindly, the expressed sentiments so favorable and the 
occasion so opportune, that the committee feels justified 
in hoping for positive and permanent results Apparently 
there was no pronounced opposition in the attitude of any 
of the bureau representatives The head of one of the 
largest and most important departments, though not wish 
ing to be quoted, did not hesitate to pronounce himselt 
most emphatically in favor of continuing what has always 
been his practice——the separation of the mechanical trade 
in all work under his supervision, 

“While we must not feel over sanguine as to what was 


accomplished,” said Mr. Walker, ‘‘your committee doe 














States Radiator 



















feel justified in the as 

sumption that a most im 
portant move was made in 
the timely presentation of 
the subject before the heads 
of the construction bureaus 
of all the important depart 
ments of our national gov 
ernment, which, if followed 





up with energetic persist 








ence, is bound to react to 
the lasting benefit of all heating and piping contractors.” 
rhe subject of separate contracts is most important. 


A FEW RESOLUTIONS WERE ADOPTED 
ARKING back to a resolution passed at the thirty 
second convention, held in Boston, in 1921, it wa 
thought wise to again bring this resolution to the atten 
tion of members. The resolution is as follows 
Resolved, that the members of the Heating and Piping 
Contractors National Association are opposed to the prac 
ce of our members, who do both heating and plumbing 
ibmitting combined bids on heating and plumbing work 
nd that, wherever possible, separate proposals and con 


tracts should be made for the above trades 






« A Suw- 
nde, Contin 
ental Heater 
forp., Dun 
m6 2? Gy ‘ 
Ves nod J. 
I eit a- 
simmons, 
rium b - 
ing Sales 


(o., Chicago 


EK. I MeNair, Both of the 


Corporation, Detroit, Mich 


Against a Certain License 


enacted into law in sixteen 


yesulate and license the 


engineering and surveying, and 


and a oclation are ic 


extend the law in ever, 


in vague and ambiguou 


rue purpose and afford 


claimed, and 


law may serionsly affect 


his association and inter 


ue the usual practices ot 


} 


ociation fo on reeord a be 
he membership be encout 


retically work for the repeal of 


aws in those trate Where 


have been passed and op 


their par Lite in other 


and be it further 


solved, that as much pub 


as possible be given to 


opposition to. these men 


through such channels a 


be avajlable to our. in 


dividual member and local 


oclation 

















vention.—Picture 


Ladies Attending the Con 


Middle: J. J. Gerrin. C. I 


Ss. S&S. Lupton, J. A. Sterner 


Cincinnath——Pieture at the 
Delegation from Pittsburgh 
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in Top Row, from Left to Right: J. BR. Hill and H. Ey. Huantsberry, Both of Washington, D. C.; J. J. Robbins and E. J. 

Sullivan, Both of Kenosha, Wis.; 1 Girassier, Past National President, Milwaukee, and A. H. Thomas, Racine, Wis.; 8S. A. 

Pope, Chiengo, and W. L. BPleisher, New Vork City.—In Bottom Row: J. LL. Pox, U. 8. Boiler Compound Co., Chicago; R. M. 

Harnes ond J. 7. Voung, Both of Kellogg -Mackay Co... Chiengzo; John Chater, of Cleveland; J. Kk. Evans, Reliable Automatic 

Sprinkler Co., Ine., New Vork City, and A. BE. Walther, of Cleveland; EB. PF. Glore, Abram Cox Stove Co., Philadelphia; H. F. 

Ashton, Athanta, Ga.; Samuel A. Pope, Chicago; Geo. F. Reehke, Green Bay, Wis., and George G. Fischer, Abram Cox Stove Co., 
Philadelphia 


When Not to Assume Liability Wherea most manufacturers do not publish lists of 
Resolved, that it be brought to the attention of the mem these tandard parts, making it difficult for our mem 
bers that the best interests of all heating and piping con bers to properly order same when required, often resulting 
tractors require that when a definite plan and specifica in shipment of wrong parts and consequent delay; there 
tion is the basis upon which an order for heating or pipin rore, be it 
is executed that the said contractor, in his own interest Resolved, that this association use its best influence to 
hould refuse to assume any guarantee for performances persuade all manufacturers of such parts to publish lists 
ibility nd be it further of their old and new type boiler parts listed in such man 
Resolved, that the conference committee confer with ner that parts can be intelligently and definitely ordered 
the American Institute of Architect in an effort to secure 
the elimination of ich clauses from specifications archi ELECTION OF OFFICERS 
ve I DP it for estimates or order N installing the newly-elected directors and officers, a 
Lists of Old and New Boiler Parts work which he does so well, Stewart A. Jellett, of 
W here there have been continual change in con Philadelphia, mentioned one point in particular that all 
truction of heating boiler their part ete., and associations should keep before them “Kach year,” said 


et ee 
on 


ae 





The Banquet of the Henting and Piping Contractors National Association at The Drake Hotel, Chieago, May 23, 1923 
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DOMESTIC 
Ir. Jellett, ‘we bring to the 
Thess 


aim to board of directors a 


ertain amount of young blood younger men bring 


fresh viewpoints, and through work as directors, 


ind through personal contact with older men on the board, 
they are given a training which fits them for leadership.” 

The National Asso 
ciation promotes from the ranks work on 


Heating and Piping Contractors’ 
Through rood 
advanced to the board of directors, 


committees men are 


and from the directors the officers are chosen 


A director is elected for three years Kach year three 


new ones are elected. Thus, with a board of nine directors, 
the terms of three expire with the passing of each annual 
convention. 


The three directors chosen for the new year are: Frank 
\. Merrill, Boston, Mass., who has just completed a three 
Kdwin P. Ambler, Jr., St 
Templeton Smith, Pittsburgh, Pa 

The six directors 
Cleveland, Ohio; N. Loring Danforth, 
H. Driscoll, New York; 
Frank W. Howard, 
waukee, Wis 

The new officers: 


vears’ service; Louis, Mo.; R 
over are M L. Crowell, 
Buffalo, N. Y.; W. 
Getschow, 


Joseph H. 


holding 


Chicago; 


Volk, Mil 


George M 
Boston, Mass.; 
President, George M. Getschow, Chi 
cago, re-elected; vice-president, Frank A. Merrill, Boston; 
Frank W. 
that 


Howard, Boston, re-elected. It 


Henry B 


treasurer, g£oes 


without saying Gombers remains as see 


retary. 


PLENTY OF ENTERTAINMENT 
HERE was no lack of good entertainment during the 
"hl te days of this convention. The Chicago local asso 
ciation saw to that. Every member and every guest, as 
well as the ladies who accompanied them, were provided 
everything they like, time 
likely to like it 
The various entertainment 
Magan, R. T. Wray, G. H. Dickerson, E. J. 
Claffey, S. W. Lamb, W. A. Pope, J. P. 
taldwin and Mrs. J. A. Cook, worked hard 


and were rewarded for their work by ‘‘the 


with most and at the when 


they were most 


committees, headed by T. I 


best time ever,” expressed again and again 
by the members and guests. 

On the first evening occurred the annual 
Old For the 


these pioneers held sway no 


meeting of the Guard. few 
minutes that 
entertainment was needed, nor de 
these 


experiences, to 


other 
hear their 
catch the 


years of work—just to be 


ired, To see men, to 


exchanges of 


spirit of their 


With them was entertainment aplenty It 


Mra. J. A. 
Chairman of 


was more than entertainment It was 


inspiration 


Tacoma Finds Things Ou 


HAT the gas company sells is gas That sounds 
easy and it doesn’t seem to have required any 
special research, but how many master plumbers 


Know it? Gas stoves, lighting fixtures, water heaters? 


Certainly gas companies sell them, and on attractive terms, 


too. But the main idea is not to sell stoves or gas mantles 


or water heaters The main idea is to sell gas. 


The master plumber doesn’t care about the selling of 
Kas His business is to sell and install fixtures. The 
trouble has been that the gas companies in most cities 


can't tell from the activities of the plumbing trade whether 
want to sell and install fixtures or not. 

rhe Master 
decided that the fixtures should be sold by the members, 


ind told the They 


they 


Tacoma Plumbers’ Association, however, 


gas company so were surprised to 
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Cook, 


entertainment 
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The Hon. Andy 


After their meeting, the 


Gump Speaks 


Old Guard joined the hundreds 


of members and friends in a wonderful banquet, enter 
tainment and dance at the Drake hotel 

The surprise of the evening was the presence of the 
famous Andy Gump, “in person,’ as the movie theatre 
sometimes advertise Andy was introduced as a new 


congressman at large (very much at large) and he deliv 


ered a very eloquent (also humorous) addr on the 


burning questions of the hour 
Another 


Sherman, 


feature of this banquet was a few minutes with 


the magician, who, by the way, is a well-to-do 


Chicago business man 


A Ride and Dinner at the Marigold 


the 


might 


early in 
hed 
boulevard sys 
Many 


afternoons 


adjourned 
that abl 


over 


On Thursday the 


This was 


convention 


afternoon done who wi 


enjoy an automobile ride Chicago's 


tem, through its and visit interest 
this to be 


ever 


parks, points of 


declared one of the most 

they had 
After 

whetted, the sightseers were ushered into Marigold Garden 


pleasant 
spent 


three hours in the open, and with appetites 


for dinner and dancing 
This afternoon's treat was arranged by the Chicago 
local association and the manufacturers and jobbers of 


the industry, 


On Friday night there was a dance, with buffet refresh 


ments, at the Drake 


There were numerous luncheons and special entertain 
ment features for the ladies, arranged by the Ladies’ Com 
mittee of the Chicago association, of which Mrs. J. A 


Cook was chairman 


MANUBACTURERS AND JOBBERS 


RACTICALLY 
company and 


industry was repres 


ATTEND 
manufacturing 
the 


every 


jobbing house in 


ented by one or more 


representatives They early and 


late; 


made 


came 
stayed friend 


they 


they they greeted old 


new ones 
little im the 


demonstrations or 


There was very way of ex 


hibits or advertising at 


thi convention However, the Chicago 

Pump Company gave away useful memo 

randum book and the Leskole Air Valve 

Co. presented a beautiful combination pen 

and pencil holder In a room in the hotel 

; ( Ht. VanVorst and Wm. A. Heseltine, of 

Chicago 

<8) ' : exhibites rh 

the Ladies’ Robbin Gamwell & Co., xhibt la port 
Committee able electric pipe hine 


threading rau 


Co-operation of the Gas Com- 
pany and Master Plumbers 
that the thoroughly 


eas company wa 


fact, the 
more in self 


find company agreed In 


elling it appliances 


defense than for any other reason 
And so far a the 


agreement is all to 


So an agreement wa truck off 


Tacoma plumbers are concerned the 


the good 


According to the arrangement the plumbers sell and 


install the various applianes and, in order to facilitate 


and encourage display and merchandising, the plumbing 


dealers aren't even going to have t 


» pay for the gas 


used for this purpose 
There is co-operation with a vengeance 
And the sells a 


else through its own and 


when fas company stove or anything 


rooms, when the appliance re 


quires piping, the plumber is called in to do the job. 
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SSQCIATIONOB 


iewed From the Sidelines 


| A i rea ‘ kK " head dor t* 

i} t felt after | had tried to e everythin 
everyvthir in Ringlin thr ring Now 
the ide that I'm comparing the meetings of the 


society of Heatir and Ventilating Engineer 
convention essions of tl Heating and Piping 
tors National Association with a cireu For | 
mean there wa Oo much to ses ind so muel 
ind Oo much to think about ind I well 
What I 1 n 

It w like tft \ | it ym othe idelir 
American eis 1 thoug! liow little we kn 
How much there is to irn 

Then, when | shifted to the leline of the ¢ 
Association, I had another thought “How fa 
learning, and, as we learn, how fast we grow 


Of course, I had a million or so other thought 
or not so good You couldn't be around the Dr: 
in Chicago for a week, and touch elbows with a 
heating men, and not get enough thoughts to 
thinking for lifetime But I tried to boil some 


ow 


down the thoughts, not the men, vou understand— and | 
finally summed up the two or three before mentioned 
STRANGER trolling about the Drake, strolled in 
A without knowing where he was. strolling He 
looked on for a minute, and then, in a low tone, asked 

What kind of a convention igs this?’ 

Now I had been thinking that here was about as fin 
in assemblage of men as you most generally see So 
the tranger didn't know the men were steam fitters, | 

uught | would see how they impressed him Answering 
his question, I lied a little, and said, “Why, this 1: 
banker convention.” 

30 What kind?” 
Oh,’ [ said, ‘‘top-notchers——-first national president 
They certainly look it,”’ mused the stranger “You 
ive to go some to find a finer looking bunch of mer 
vouldn't vou? You've got to hand it to them for looki: 
the part, and for knowing their business.”’ 
I niled “Yes, you've got to hand it to them 


rieht 














these B. t. u that banker 


stranger 


what 


asked 


“But 
about?” 


are 

the 
I had to do some quick thinking 
SY D 


Why 


something t 


B. t. u.’s are a sort of 
warm on cold day a hundred million indust 
And T hustled the stranger out to where the or 








is talking 


I said, “the 
0 keep you 
ry 

chestra vou 


hear through your radio was plaving a loud Wagnerian 
train 

Banker merchant doctors! I gue our heating men 
vill size up with any of them -in look thought talk 
ranything Well, I guess so 

QO vou know what [I wish? I wish every man in the 

D heating and ventilating industry could have sat on 
the sidelines with me last week Ye and I wish the 
large population, that doesn’t know the true value of 
heating men, could have at where | at They would 
have had a big eye-opener and a bigger mind-opener 

True, Dean Anderson, and President Getschow, and 
President Gant, and all the others are steam fitter But 
Vhat steam fitters they are! The public, if it had been 











The Onlooke 


-_ y 
Looks OQ) ani Comment , 
vith me, would not have known any more about B. ¢t l 
than the trolling stranger knew, but it would have een 
that here were big men doing a big work And, after all 
that’s the thing 
I wish every heating man could watch the quiet effi 
ciency of Henry B. Gomber It would be a lk on in 
being on the job Hle know » well what a onventior 
needs that he has everything fixed before it need 
I wish every heatin man could hear Hlomer Lit l 
ibout himney ind prove too, that vent i per nt 
our heating trouble ire due to chimne of the wrongs 
ind Or hear Frank Merrill, or Frank Howard, or Walter 
IN Lie or a hundred and one ther expre then ly 
Or wateh John T. Bradley, who has been sergeant t-arn 
oO long that nobody think of anvbody else for th ot 


I wish I eould rit t book about what I iM ind 
heard and thought fron hie ideline But I can't lo 
be proud that you're a heating man, attend a convention, 
mingle, look and listen ind ou'll tind every > worker 
warm with a bone-deep humanne Ihe t | 
viving comfort and happine to other 











Fresh Air 
and B. T. U.’s 


American Society of Heating and Ventilating 


Engineers in Three Days Convention Gather, Correlate, Com- 


pare, and Classify Nature's Laws with Reference to Heat and Ventilation. 


SEMI-ANNUAL MEETING BREAKS ALL RECORDS IN ATTENDANCE 








iI f | mward civilization wa t} badge-ers to the blue badge-ers, and a royal welcome it 
makir e hut or home 1 place to live An wa for it included theatres, banquets, luncheons, sight 
( I | i will be the gathering, con seeing trips, visits to Chicago's art centers and museums, 
! d cla fvir of all knowledge relating to heat to country clubs and, in fact, almost everything that Chi 
ing and ventilation; in other words, a code of practice eago has to offer that would contribute to the enjoyment 
Wl that time arrive perhaps even the most humble or comfort of its guests Red badges were worn by the 
me may be not merely a place to live, but will also members of the Illinois Chapter, and blue badges by those 
i dad ilth and comfort to which it is now from out of the city. 
trat That, after all was said and done, was largely Twenty-Five Hundred Membership by 1924 
b 1 nd the objective of the discussion of the code 
: \pplause greeted the report of the membership com- 
the semi-annual meeting of the American Society of mittee when it was announced that the society has one 
Heatir nd Ventilating Engineer held at Chicago, May ; % 
oo thousand six hundred eighty-four members; that there 
ss were one hundred thirty applications now on file, which 
THE BUSINESS SESSION would raise the membership up to one thousand eight hun 
ORE than four hundred members of the Society and dred fourteen, and that their objective was a membership 
M ticle weberink wane dcineaiel te the tana chnter at of twenty-five hundred by 1924. 
Hotel Drake Chicago is vour aid H. M. Hart. chair The Heating Man's Business Bible 
man of tl Wa ind M Committee of the Illinoi “The Guide should be the heating man’s business bible,” 
Chapter Chicago is yout aid William R. Mo rep aid the committee in its report on the Heating and Ven- 
First} Viee-President) Homer President H. P. Gant, Phila- Treasurer William H. Driscoll, 
Addams, New York City delIphia Jersey City, N. J. 
Iinoi Association of Commerce Wall ilating Guide It should be simple, direct and conci 
ight up an I 0 iv ‘Hello't’ and ‘How do you do?’ Do not seare thé reader with big words,” said they - 
Ho t vyorld usir yu? quoted Mr. Mo to hometric’ may mean something to you or me, but to the 
Deemer ten ¢ , of Chicago’s welcome. “It has been ru eating man in Goose Creek it may be a stumbling bloch 
' d } id that Chicago is a ci of winds, no The Guide should, so far as possible, provide complet: 
ind of a blatant sort of peopl but that reallv do not ngineering data, and, of course, be approved by the 
repli t ir ¢ We hope our out-of-town friend Vill Research Committee.” 
become ecquainted with our park our art center oul 
; tonne telentel snd our men behind the dest The What, the How and the Why of the Fan 
and her mu do thi you will find that they are, a i KF. Panl Anderson, Director of Research Laboratorie 
rule ust such person you are We have some ‘bum’ the American Society of Heating and Ventilating Hens 
olf player and we have some fine golf course and a neers, at Pittsburgh, discussed at some length the subje 
fine local vocabulary to go with them, to all of which you of centrifugal and dise fans. The recommendations as t 
ar most welcome.” “Chicago is yours said the red the code regarding fans were the result, he said, of 


> 
130) 











DOMESTIC 





conference of fan 
rep 
society, 


reneral 
manufacturers and of 
resentatives of the 
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for the purpose of 
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Standard 
afford protection 
afeguard against 


installations 









ing uncertain data regarding Many industrie have uf 
‘ is speec { teres n om the lac of 
fans, In hi speet h and in Top Pieture at Left: Cc. P. Vagrlogtiau, F.C. Houghten, red much f1 ; ick of 
the discussion that followed, Dr. W. OO. MeConnell; all of the Research Laboratory, code This code, he said, 
it seemed to be the consensus Pittsburgh, Pa.—Top Picture at Right: ©. Rh. Ammer- “is designed for a tandard 
of opinion that there was no man, Indinnapolis; Wom, Mauer, Dwyer Equipment of practice for heating and 
? fo. Chiengo; A. Ss. Bain, of C. A. Dunham Co., Chi- i} | 

ee eae “ms entil: and hs ( 4 

unity, so far as information engo, and Lloyd Howell, of the American Foundry & ventilation, ant is nothing 


fans 
Various cata- 


regarding capacity of 


Van Vorst and W. A. 


was concerned, 
fcamwell A 





logs give various readings 

rn 5 i i ‘ ' ip Co., Chiengo; A. 
You can imagine,’ said Mr cies, Brandt of the 0. 
Anderson, ‘‘the difficulties in troit, Mich., and ©, 
volved in getting up a code 
where such a confused state 
of affairs has existed for many years.’’ The code was 


finally put in workable shape, submitted to the engineers 
of the fan 
panies themselves, and was enthusiastically adopted. “I 


manufacturing companies, also to the com 


do not see,” he said, “why anyone outside of the fan 


manufacturers should object to it. It should meet with 


the approval of the society, because it met with the 


approval of the manufacturers, having been enthusias 
tically accepted by them as well as by their engineer I 
hope this convention will see fit to accept it also.”’ 

When put to a vote, the approval of the code was almost 
unanimous, there being but one or two dissenting voice 
Harry S. Wheller, vice-president and secretary of the L. J 
Wing Mfg. Co., 


went on record as approving the code, following a round 


found some objection to it, and afterward 
table discussion of the matter with Mr. Anderson 

The point that Mr. Wheller 
had no knowledge of the meeting of the representatives of 


having been brought out 
was not a 
that he 


the society with the fan manufacturers, as he 


member of their organization, it was announced 


and all other fan manufacturers were invited urged 


0 co-operate in improving a code. 
Vote on Change of Constitution. 


A report of the ballot taken on the change of the consti 
that of the 144 142 


record as favoring the proposed change. Invitations were 


tution showed votes cast, went on 


read from the heating and ventilating engineers of Great 
London, and also 


that 


britain to attend their next meeting in 


from the John Crerar Library of Chicago to visit 
titution, 

Mr. Harding's Report 
Louis A. Harding, of Harding & Crea, Buffalo, outlining 


the progress of the code, said: “It appears that a 
raised to the code by a few members, 
that a 
ection by section, would bring out some valuable points 
he said, ‘‘are made to correct abuses, 


the protection of the public. 


objection has been 


» it was thought general discussion of the code, 


Codes, 


never desires to see any apparatus installed which will not 


Furnace Co., Bloomington, TL—Center Picture: ©. H. 
Hleseltine, 
Co., Pittstield, Mass.; M. 1. 
iH. Jolliffe, Manager of the Chi- 


S. Radiater Corporation, 


little 


and for 
The engineer or contractor 


to do with the product itself. 
both of Robbins, Code 


Weill, Chicago 


however, are fre 
founded on = misin- 


quently 


formation 
De- 





Stedman, of Chicage No Universal Meaning for 
Fundamental Terms 


“Many of the discrepancies 


and misunderstandings,” said Dean Anderson, “are due 
to the fact that fundamental terms are not known You 
would be surprised that men, eminent in the profession, 
have frequently entirely erroneou ideas regarding the 
meanings of certain terms, so I take it that the chairman 


of thi Code 
so that there 


Committee wants the various terms defined, 


will be a foundation upon which to build the 
uperstructure of the code.” It was 


these 


aid, to 


propo sed, he 


have definitions prepared by the committee for the 


January meeting 


If a man will study physi and understand physical 
law he will not be likely to make mistake it wa iid 
The ventilating or heating engineer j imply a specialist 


in physies 


Minimum Ventilation Requirements 


Dr. fE. Vernon Hill, reporting on Section 2 of the code, 
aid that the task eemed colossal He believed it to 
be advisable for publie or semi-publie building that 
the heating and ventilation should be based on air condi 


tions in the building rather than to place full dependence 


upon a code “There are many questions vet unsolved,” 
he said; “many different conditions in city churches and 
chools, a well as in country churehe and chool and 
there is such a variety of conditions that we would be 


likely to get into a ma of data that would be almost 


insurmountable In addition to that ome 


place ij have a 


code based on 30 cubie ft. of air per minute for each pupil 


If you intend to take care of all condition he aid 


remember that this code is not to be the last word.” 


We may 


LON: 


revise the code every vear for the next hun 


dred yveatr a aid another member “We will revise it a) 
long as we find imperfections in if We want a safe and 
ane guide, and if we cannot make it safe and sane in the 


beginning, we will make t as safe and sane as we <¢ 


and improve it as we go along.” 
\nother 


just as 


gentleman voiced the belief that humidity i 


important as other factors in heating and 


Still 


many 


ventilating other factors are dust, bacteria and 


odors 








Parallel! Code of Minimum and 


Standard 
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nd 1 

en 


though he aid conditions vary greatly There are 
t n kinds of windows, and so many ways of putti: 
me tM Dp em in, some of them very slipshod, and there are so ma 
f Dp different kinds of workmen who install them, that t 
t itt of infiltration at the present time is very indefinit 
Let us insist upon a building code,” said one membe 
pecifty what kind of windows and how they should 
be put ir \t the end of the discussion, however, it \ 
( i that there should be some definite informati 
vs right here hered together about infiltration, but that at the present 
j t information along this line was very meagre 
tI I AULIO! Minimum Requirement—Direct Steam or Hot Water 
dealt de sed This part of the code aid C. L. Riley, chairman of 
a | the committee that had charge of this section, “is prob 
eal . as ably covered by more data than any of the others, and the 
f hi is ibeommittee would be glad to have records of any experi 
eines Held ents carried on in this line.”’ 
Another member cited instances of two churches where 
eccurate records were kept, and the amount of radiation 
the i quired did not at all correspond with the cubic feet of 
I vihie air space in each building. This point was made to illus 
t ] yf 


Determining Outside Temperatures 
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Requirements In the discussion of infiltration it was contended by 


iber that it was feasible to allow ten per cent for thi 


te the contention that there are a great many factor 


to consider that have not been given the proper thought 


nd study The time factor, how long the furnaces were 
in, and how often they were replenished, were among 


f 


her factors mentioned 


Minimum Capacity—Heating Boilers 


The heating boiler could not be considered, it seemed 


hout also going into the matter of chimneys. The 


boiler and the chimney must always be considered in their 


relation to each other, it was said, and the discussion 


by 


HM. Hart and by Homer Linn, an ardent advocate of the 


moke test for chimneys, and other speakers brought out 


me valuable points One of the essentials in successful 


woiler installation, it was contended, is the building of ¢ 


proper kind of chimney to ge 


with the boiler. It should 


of the right construction and smoke tight Boiler 


manufacturers should provide this data, it was said, and 


the suggestion was applauded 
Homer Linn said, “I wish the chairman would 
also include in his recommendation report, a 
minimum ratio between the cross section of 
the chimney and its height.’ He again em 
ized the importance of a chimney without 
any kind, and said that seventy-five 


per cent of heating troubles may be 


Attending the Semi-Annual Meeting of the American Society 


Heating 
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larged to leaky, defective and improperly built chimney eight of the mit it doe not leak [ hope to 
je urged that a smoke test be included in the code The ee { ot test Tor Tre thess t part ol 
rooked flue was also scored, and it was recommended tid 
hat it also receive proper attention Minimum Requirements of Pipe Sizes in’ Various Heating 
If we had accurate knowledge of boilers, then we Systems 
ould know how to build chimney to fit them aid a The minimum requirements of pip tor Wit 
an in the rear of the ballroom, where the meeting wa ow pre ure team, Vapor nd vacuum ti em 
eld “We want accurate boiler pecifications, aid ilso brought out heated dis on Instane ere pointed 
thers “Also,” broke in another man you cannot tell to in Belgium where instal ions of hot water | ! 
ow much heat you are going to produce until vou know connected with three-eight rely pape Phe id med 
hat kind of coal is to be used, and the number of B.t.u to be quite common that much smaller size ould | ised 
to each ton of coal.”’ What doe Ib.t.u mean’? aid ome nm thi country if iccurate nowled 
member to another “It mean Better to understand,’ ’ nstallation vere avail 
id aman just behind the one who made the inquiry Prof, Willard’s Address 
Another element that enter into consideration is the 
perator, and this element neither the manufacturer nor Prof. Arthur ©, Willard, prot EOF REG uh 
e contractor has any control over When you are on tilation of the University of Tlinot was received with 
his question of drafts and variables in relation to boiler ipplause He believes that the society should prepare a 
nstallation you are on some question,’’ said a member, and code that would be bh dina hananiredicteitnads ee! — a 
is dictum was received with applause she ae Bene, 56: FORER vil po ete ae - aloes 
“Why is it,” said a member to a manufacturer present conditions we should consid This division of the code 
that if you can tell) me, when I buy one of your boiler ection No. 4, 1 most Important one su I think that 
ow to build a stack for it, that you can't tell us how to put before this subcommittes ae see See ee oiee tain 
that information in the code?’’ After much discussion, the reasonable agreement as to the subjeet matter that i to 
proposition seemed to be as much in the air as at the be included In thes peciiication if a certain thing wilt 
beginning, and was referred to the Code Committee work for a majority of the rniepniclad _— rina si 
Charles D. Allan brought up the question of the relative @Very engineer, The code must be based - : iene 
efficiency of square chimneys, and oblong chimneys. “My — the time on what is sate, sane venules 7 _— ; 
experience,” he said ‘i that an Sx 12 chimney, or an In commenting upon U Sosa Serpe OC Sm ren 
x 16 chimney is no more eflicient than an S x 8 chimney GE POE RRAERAS SOK: SELES: HONE SO Se SPY on om 
This point will receive due consideration in the formation warming buildings,” Lou \. Hardin ne — Ae 
of the code most important factors to be considered hitra 
Poor windows teel sash that re bent when installed, poor 
The Words “Minimum Requirement’ Again Criticized carpenter work, improperly built) wall poor weatl 
“Why should we say minimum requirement?" was a trips and other things that failed to prevent infiltration 
question put to the gathering for the second time during came up for discussion and condemnation 
the convention Homer Linn responded by saving that The heat loss in an oblong building, it was claimed 
they would not dare say anything else but ‘minimum would be much greater than the heat loss in a squ 
requirement.’’ In the first place, all building codes use building Where vou might have one atmospheric cl 
this term, and all codes related to building should be per hour in an oblong building you can have one and a 
uniform The society would not dare says average re half change per hour in a square building 
quirement” or “approved requirement,” for if thi It was the opinion of C. L. Riley that we re reaching 
were done, it would leave a loophole for some wn a period of greater standardization of window frame nad 
worthy contractor to have down the require it should be possible, he thought, to carry through suel 
ment a little, and the code would be’ taken research work as is being done in other line o that tl 
advantage of, and be thrown into disrepute ociety would be able to obtain figure Which should | 
Mr. Linn again took this opportunity to very nearly correct regarding infiltration I would like to 
drive home his point about leaky chimney see the code in such a shape that it would be more worl 
and said a leaky chimney should be twice the able than in some of the handbooks which ha been used 
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THE RESEARCH SESSION 


nown that the American Soci 


rm not be generally k 
ety of Heating and Ventilating 


Engineers maintains a 


ear laboratory, which is operated at Pittsburgh, Pa 
-operation with the United States Bureau of Mines 

In the researeh laboratory, every phase of heating an 

ntilatio being worked out through study and expe! 


( dually the results of the laboratory researc} 

f f \ into better equipment for heating and venti 

ion and into the general practice of engineers and 
ict 

The laboratory wa tablished nearly three vears age 

program of work includes such subjects as radiant heat 

from steam radiators: heat losses from pipes buried in 

the ground: circulation of water in hot-water systems 





Second Vice-President E. E. Dean F. Paul Anderson, Re- iH. G. Thomas, Secretary IHli- 
MeNair, Detroit, Mich. search Laboratory, Pittsburgh nois Chapter, Chicago 
ou it nece irv to add anything more, wa it losses through various building materials; electrical 
' uestion 1 i to e convention One reason method of testing radiators; infiltration through various 
ume the quick reph is on account of the pi ip load forms of building construction; relation between outside 
= ee ning a } ible factor is the method vall temperatures and dew-point; standardization of dust 
f firins One member made a number of tests and measurements; checking application of heating boiler test- 
} P ir reliable data regarding the ing code; standardization of pipe sizes; study of combus- 
| i Out ! mu more capacity is required for tion in domestic heating boilers; economy of burning mixed 
‘ \ , frequently asked,’’ he iid to ases: heat loss through glass; chimney investigations; 
G60 t 70 per cent to boiler size for pick-up, but it economy of the gas grate; transfer of heat from steam to 
yt | that mucl After some discussion the liquids of various densities; temperature and humidity 
0 \ i i that the pick-up load requires an effects on health; ventilation problems; industrial dust 
idition thir e per cent elimination; velocities necessary to move materials; effect 
\lbert A. Criqui, a heating, ventilating and fan engineer of use of ozonators; minimum volume of air for ample 
the Buffalo } Co., presented various recommenda ventilation; correct method of air distribution for most 
tions on the ib f air duct Dust eliminator it wa effective results; standard method of testing fans and 
| uuld soon come in for consideration by all heating blowers of all types. 
id ventilating contractors, and these should be considered The laboratory is important, isn’t it? It is to heating 
naking the cod and ventilation what Steinmetz and Tesla are to electricity. 
Prof. F. E. Giesecke, of the University of Texas, said The Value of Research 
regarding small pipe sizes in hot water heating plants The laboratory is supported by subscriptions. There- 
European methods give us much smaller pipe sizes than fore at the opening of the research session, it was plainly 
we use here. I am sure that most of our pipe sizes are toO  ctated that the laboratory needs more money with which 
large. In order to know the amount of radiation required to carry on its work. 
we must determine the amount of friction of water in “No industry can progress except through research,” 
the pipe.” said Dean Anderson, in opening the research session, on 


Drawing Symbols 


There seems to be a diversity of opinion, it was claimed, 


regarding drawing symbols, each book or pamphlet using 


different signs No two engineers use the same symbols, 
and there is no standard. This is a sign, it was said, 
that we should have a standard, and there is no better 
place to have a high standard come from than from thi 


Death of Mrs. Getschow Announced 


Upon the announcement of the death of Mrs. George M 
Getschow i resolution of sympathy and flowers were 
forwarded to the bereaved family 


Research is looking beyond 
of things. 
discussions that 


the second day of the meeting. 
the 


papers 


the looking into heart AS an 
the and the 


to follow, Dean Anderson spoke of ozone, and emphasized 


rim very 


introduction to were 
the fact that it is not injurious, as some suppose, and that 
with great profit in ventilation. He then 
urged all heat- 
ing engineers to study ventilation and its many angles 


it can be used 


took up the subject of dust, and, in closing, 


Ozone—Its Uses and a Method of Detection 
W. P. Yant, of the research laboratory, briefly discussed 
ozone, some of its uses, and a field method of detection 
Tests “‘on four types 


lave now been completed,” he said, 
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ozone apparatus, three for ventilation and one for indus prominent men who had been killed by breathing the 
ial-purposes. From these tests, it can be safely said that fumes of their own cars in their ow! rhe fumes 
ingers from oxides of nitrogen, from a_ physiological overcome the victi causil him fai Unl I 
andpoint, are exceedingly remote with the apparatus body happens to come into t garage and find him, death 
ilesigned for this purpose results in a few mil 

“When dealing with a problem so vital as that of modi With the growth of garas their | ting and ventila- 
ving the air breathed by man, it is indeed essential that tion is of great interest to everybody in tl ndust 

e proceed with caution, especially in prescribing the The Bureau of M | re i il 
ddition of a gas-like ozone, which is quite irritating to arage operators re rdit the feasibilit of vin 
the lung tissues when presented in even relatively small carbon monoxide mash to protect men in their employ 
mounts.” elevator Operator nd other who ma ffer ] lache 

Mr. Yant then described a method for the detection of and nausea from exhaust gas rhe use of ! for 
zone, Which, he said, was made as simple as possible, and ich purposes, has not been recommended; instead venti 
vith apparatus not easily broken, which depend upon lation i dvised, sutlicient to dilute the gass below con- 
the familiar reaction of ozone with potassium iodide. The centrations which may cause effects Exposure to forty 
method consists of obtaining a sample of the air in a par parts in ten thousand of carbon monoxide in the air for 
tially evacuated bottle and absorbing the SO, by shaking one hour, may kill a man, it was said lll effects have 
With a solution of starch and KI made slightly blue, with occurred when the fume from stationary internal com- 
free iodine The resulting color is compared in test bot bustion engine in basements have entered stories above 
tles, to an equal portion of absorbing solution from the the basement, due to leal in exhaust pipe Winter, of 
ame stock similarly shaken in another bottle with pure course when the window ire closed, is the time when 
air. Any loss of color, due to the SO, removing some of the danger is greatest 
the iodine, is restored by the addition of standard iodine Data wa presented howing the volumes of carbon 
from a burette From the volume of iodine solution monoxide gas discharged from various automobile engines 
required, the volume of SO, is calculated. and on the volumes of air necessary to dilute the carbon 

At the conclusion of Mr. Yant’s talk, a member pointed monoxide to one part in ten thousand of air, which is 
out that a few years ago ozone was looked upon as a regarded a ife An additional warning was given that 
fake “But,” said he, “it is now assuming its rightful automobile engines should never be operated in small, 
place as a ventilation adjunct, and ozone is proving itself ingle car garages when doors and windows are closed, as 
to be one more aid in making air conditioning perfect.” many deaths have resulted from thi 

The Menace of Auomobile Gases Dust Observations 

Further Observations in Dust 


The proper ventilation of automo 
Determinations” was a subject pre- 
sented by Margaret Ingels, of Pitts- 


bile garages is a most important 
item in modern civilization. This 
was made plain by S. H. Katz, as burgh, who used a series of slides, 
sociate physical organic chemist, howing among other things, par- 
U. S. Bureau of Mines Gases dis- 
charged by automobiles are poison- 
ous, and when a garage is closed, as 
it is during the cold months, and 
engines of cars are per- 
mitted to run, as they 
frequently are, death can 
overtake persons nearby 
very quickly. 

A single auto running 
in a closed room. will 
create a deadly atmos- 
phere in a very short time. 
Mr. Katz mentioned the 
names of a number of 


ticles of dust magnified one thousand 





times 






{| In her presentation of this subject, 















she dwelt upon the investigation 
\ that has been made in the 
further development of 
the Anderson and Arm- 
spach dust determinator. 
This investigation com- 
prised a_ microscopic 
study of the dusts col- 
lected on filter papers 





when the air containing 





dust is passed through 
these papers in_ series. 
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Heat Transference and Combustion Tests in Small 

Domestic Boiler 

In the discu ion of heat transference and combustion 

tests In the small domestic boiler, W. M. Myler. Jr a 
int chemical engineer, U. S. Bureau of Mine aid that 

t} , 


vestigation was planned with a view of ds termining 


amounts of heat absorbed by the firepot 


and 


the sections above the firepot, also the amount 


finds its way from the 
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ating surface of a boiler is not 


an exa 
easure of 1ts 


rhe 


capacity 


over-all thermal efficiency of a certain boiler whe 


burning anthracite and coke varied between fifty-one an 
fifty-nine per cent with the firepot alone as the heat al 
orbing surface; between fifty-seven and sixty per cer 
when the dome was added to the firepot and the ports 
he fire door were kept closed, and between forty-nine an 
fifty-eight per cent when the ports were open Wit 
bituminous coal, the efficiency was much lower 
Tests of Physiological Reactions 

Various tests of physiological reaction were dwelt upo: 

| Dr. W. J. MeConnell, past assistant surgeon, Unite: 


tates Public Health Service “Tt has been thought,” | 
aid that air conditions concern only the doctors, but 
the ilso concern engineers. The only way to work out 


hart, to determine the degree of comfort, is to ascertair 


the physiological reaction It is important that we should 
know the physiological reactions of various air condition 
\ manufacturer may think a man is lazy, when as a 
matter of fact he may be working under poor air 


conditions 


F.C, Houghten, research head, A. S. H. & V. E. Researc} 


Laboratory, spoke with the accompaniment of stereopticon 
slides, illustrating the experimental work being done to 
certain physiological reaction to varying air condition 
At one time, he said, we thought only of dry bulb 
temperatures and of 70 degrees as the proper heat 
We all know now, that with a higher humidity, the 
air will give a greater feeling of warmth than it will 
when it is too dry In order to ascertain what psysio 


logical reactions will be the results of certain humidi 


ties, and certain temperatures, it is necessary to u 
the dry bulb thermometer, and the wet bulb = ther 
mometer together, and balance the reading of on: 


against the reading of the 










the tins 


brought 


other Some of intere 


information out in hi 
investigation wa 
all, 


small 


laboratory 
that after 


have a 


most peopl 
ranee ot 


they 


very 
temperatures in which 
are comfortable, not more than 


five or six degrees. But a pe 








Illinois Chapter; W. H. Graves; Albert B. 
Martin, 





hewn 


pace above the fuel bed, and the value of the ordinary 
methods of admitting air through the fire door to burn 
the combustible gase arising from the fuel bed The 
thermal efficiency, it wa aid, for any particular rate of 
teamin may usually be raised by increasing the number 
of sections up to a tixed number which may be determined 
by experiment, but the number of sections which may 
be employed is limited by the cost of the boiler, its height 
and the extent to which the draft would be reduced a 
sections are added There is also the possibility of d 
creasing the efficiency by adding a section, for the added 
ection may actually lose more heat by radiation and con 
vection than is imparted to it At low rates of output 
with the ordinary boiler, the top section could generally 
be removed and the efficiency raised, but were it removed, 
the efficiency at the higher ratings would be lower than 
before it was removed In designing the most economical 


boiler, the number of sections should thus be chosen so 
that the efficiency will be highest at the rating at which 
the greatest quantity of fuel is burned throughout the 
eason Each successive section added to a boiler is of 
less value than the section preceding it, and it is for thi: 


ee Boller Co., and H. G. Thomas, Secretary of Illinois Chapter; all of Chicago 


culiar thing about it is that the 


comfort zones of different peo 

ple are not at all the same 
and sometimes do not even overlap. That is to say, on: 
person may be comfortable between the degrees of 60 and 
66, of a certain humidity, while the zone of comfort of 
another person might be from 67 to 72, which adds still 
another variable factor to the complicated problem. of 


making the human race comfortable. 


HEATING 


Leonard L 


SESSION 
PAPER by 


engineering 


manager of the 
Mattison 


jarrett, 


department, of Keasbey & 


Co., of New York, on insulation of cold surfaces to pre 
vent sweating, was enthusiastically commended. Insula 
tions are frequently applied, he said, without proper 
consideration of the conditions which will surround thei: 


and often fail to give satisfactory service. Insufficient 


that is 


use, 


thickness of insulation, and insulation not alr 


tight, were given as some of the causes of dissatisfactior 
The object of the paper was to establish a methodic 
basis for determining the amount of insulation requir: 
to prevent sweating under various conditions. Wher 


there pipes conducting brine, he said, the goods unde: 


pipe 


are 


the may be damaged due to drip from them 
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’ 
Dean Anderson, in commenting upon the paper said 


that Mr 


of this matter, and it is an important 


sarrett is probably taking the lead in the study 


subject which should 


receive thorough investigation The fact that the wall 


Monday 


however 


of the schoolrooms were found to be sweating on 


morning mentioned It was 


that 


was pointed out 


whenever there was air in motion in the rooms, thi 


weating did not occur. There are often complaints about 


sweating in basements where there is no air in motion 


In such places sweating is An in 
cited 


endeavored to 


most likely to occur 
the 
the 


however, he was 


stance was where owner of such a basement 
correct 
the 
provide proper air circulation in order to correct 
Air 
Mr. Barrett In 


there is no amount of 


sweating by increasing the 


insulation In end compelled te 


the dif 


heulty motion is really the controlling factor, said 


said, it tiat 
that 


ventilation 


basements, he otten occurs 


insulation will prevent sweat 


ing It is a matter of 
The 


schools 


reason for the sweating in the instances of the 


mentioned, it was said, 


because the air in the 
Monday Ho OM 


Wits 


schools was. still from Saturday until 


Hart commended the paper 
highly, and said that such 
papers as this are needed, 


and that they will do much 
to maintain the prestige of 
the society. 

Talks 


Giesecke, 


Giesecke 


Professor 


Professor F, E. 
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presented earlier during the convention i point wa 
made by one speaker that one method for determining 
heat requirements for the comfort zone might be based 
ipon the heat emanatior from the human body lle 
howed how these emanations varied unde ertain con 
ditions, the emanations being low in tl orning, and 
high in the afternoon, et« It wa aid, however, that the 
Research Department did not attempt to get down to 
individual cases, but their work was to discover averages 


average comtort zone average heat requirement under 
certain conditions, et« and that specitic information about 
the heat emanations of one individual uch as might be 


obtained in a physician laboratory, was not their object 


The question of what is a normal human being will never 


be answered, said Dean Anderson, because there i uch a 


great vaniety of characteristic and physiological reactions 


to various heat conditions It is planned now, he ex 
plained, to take about ten factories in the United State 
and make a study of the productive ability of the workers 
under various conditions of heat and humidity It was 
o thought that the condition under which they could 


do the most work 


be the 


would also 
condition under 
Which the would be the 


nost comfortable 


VENTILATION SESSION 


I the beginning of the 
last ‘ lon ot the 


of the University of Texas, convention President Hl P 
gave a very interesting dis- Gant, who was in the chair 
course on his research work throughout the meeting 
in connection with a_ cold tated that the registration 
storage plant where resist- Was five hundred and 
ance wires beneath the floor twenty-five, exceeding the 
and in the ceiling were used highest registration of any 
to determine the insulating previous convention by thir 
quality of various materials teen, and that tiftvy more 
He was surprised at the were expected to arrive be 
high conductivity of cork Kiiwood S. White, President Thermal Applinnee Co., Ine., fore the crowds dispersed 
board when installed under New Vork City, and E.R. Tollfree, President of “NU Labora 

certain unusual condition: tories, New York City Heating and Ventilation in 
In this instance, the cork Public Schools 
board bearing the resistance wires, was placed between Chicago is proud of. if chool heating tem, a 
two layers of concrete in the floor He thought that the cording to John Howatt, chief engineer of the Board of 
high conductivity of the board was due to the fact that Education of Chicago, who said that while there are many 
the board would absorb three per cent of moisture, which other systems used throughout the city, the plenum system 


in this case it had probably done, also to the fact that it 


was under great pressure Another interesting observa 
tion was that when the sun was casting its rays on the 
building, that frequently the inside of the first surface of 


the wall would be higher in temperature than the outside 
atmosphere. In testing the conductivity of air spaces, it 
was ascertained that under the conditions of this research 
a half-inch board provided better insulation than five feet 


of air space 


Dean Anderson commended the discourse highly, and 
aid that in his estimation, it was one of the most ad 
mirable investigations that had been achieved on. thi: 
ubject 

Hot Water Heating at Chase Metal Works 
The story of the remarkable installation of the hot 


water heating system at the Chase Metal Works, at Water 


bury, Conn., was followed by an interesting discussion 
The plant covers thirty-six acres The heating system 
of this plant was thoroughly described in “Domestic Engi 
neering” in the issue of February 17th. 


Another Way to Figure Heat Requirements Suggested 


In discussing certain technical papers which had been 


said to be in general use Some of the interest 


the 


might be 


ing features of report are, first, the manner in which 


advantage of the brains of 
The 


well-organized set of men 


the chief engineer may take 


a large number of engineer operating engineering 


who are invited to go 


force 18 a 
the 
advice 

the cu 


levels as far 


over proposed plans of new buildings and to give 


their 


It is tom, he said, to drop coal room and boiler 


room below grade as drainage will permit 


for the purpose of obtaining larger coal storage pace In 


the 


he mentioned an 


speaking of dust that collected in horizontal duet 


when control of a fan wa lost, 


instance 
ducts into the ela 
drill, the 


The new 


and the dust was driven out of the 
teacher 


chool 


rooms and classes were ent out on fire 


thinking the clouds of dust were moke 


provided with vertical supply ducts in which 


collect 


buildings are 


bacteria-breeding dust is not likely to Forty per 


( hool 
that 


clothing 


cent humidity is the highest employed in Chicago 


A higher humidity has objection ome of which are 


it is found harmful to the decoration make 


damp, and is objectionable in other way \ temperature 


of 70 degrees is maintained, which seems to be necessary 


due to the fact, it was thought, that so many pupils in 
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New York Commission on Ventilation 





\ Lewi la paper outlining his views on the 

por h York Commission Durir t rather 
l 1 dise vy Yor Commission repo! va 
conde! d ed, defended and praised by irious mem 
ber } defer contendil hat tl ew York Commi 
0 d not it l e report as the last word on the 
ubje Dut me is a summary of their research, as fat 
is tl id I 

hadwin Ha tt, among other was of the opinion it 
did idd anything valuable to the society's information 
Hiere we have the north wind," he said, “giving, or sup 


better control than the fan."”’ Contrasting 


this with the system used in St. Louis, he said that in the 
schools of that city, using mechanical circulation, with the 
temperature of the air at 68 degree fifty per cent relative 


humidity, and ninety per cent of the air being circulated 


every hour, the atmosphere in the rooms feels like a sea 
breeze in June “What is the difference between a breeze 
and a draft, anyway?” he said ‘If drafts are required, 
we can produce them just as well with a fan as you can 


by opening a window 


over, the question 
“draft” 


Pierce quoted as 


after the session was 
the 


In a discussion 


arose as to the meanings of words and 


“draught.” It was contended, and FE. R 


18 in his manual on Steam, Vapor 
“draft” 
This interpretation, 
that the letter “h”’ 
and that 


that 


authority, citing 
Hot Water 


“draught” means pu 


page 


and Heating, that means pulling and 


hing if correct, 


may be remembered by the fact occurs 
the aspirate “h"’ 


the 


in both “draught” and ‘“‘push,’’ 


is the one letter in the alphabet requires most 


draught in pronunciation 


The Open Air School Should Be Prohibited 


The open air school has no place in physiology or medi- 


cine, it was contended, and should be prohibited by law. 
This statement seemed to meet with the approval of the 
whole convention, and was greeted with applause. 

C. L. Riley, in defense of the commission, said that it 
was not a state commission, but was started by private 


capital, and that funds ran out before a complete report 
was possible All their statements, he said, are of a tenta- 
tive the 


and following a discussion, it was decided that the presi- 


character A letter from Commission was read, 





\ mT. 
GINEEI | {y - 
vad ppoint litable committee to which the 
n vould be referred, and a report made at the next 
! I mistake f the Ne York Commission 
led in allowing a half-baked report to be 
p I pri 


John W. Shepard Addresses the Convention 





Mr. Shepard was mentioned in previous sessions by Dr 

\ non Hill ho d that he had heard no comment 
ork of John W shepard, of Chicago, who wa 

I eld o eatin nd ventilating researc! 

first to point out the relation between temperatu 
nd ! it Mr. Shepard is assistant to the principal at 
C} o Normal College, 6800 Stuart avenue Dr 
i ought hat tl name of Mr. Shepard should 
I mut or record i one of the ploneers in the 
in and ventilating research It was not known 

t it tim howeve that the convention would be priv 
f 1 to hear him speak Urged by Hl. M. Hart to come 
to the convention to present this message, he made a strong 
ippeal to the member to become acquainted with the 
I p nda that 1 going like a wave over the country 
imon chool teachers in the interest of what they term 
resh air.’ The word fresh air,’’ he said, have an 








Buffalo, N. 
Member of 


Mrs. 0. BE. Frank, 
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Western New 


York Chapter 











sh eggs, fresh vegetables, ete., and 


appealing sound, like fre 


teachers all over the country have become 
with the that unless air comes in through a 
that it is not fresh If the A. S. H. & V. E. is 
this that is becoming 


“This organization 


thousands of 
imbued idea 
window 
prepare to combat idea 


wise, it will 


more prevalent every day should be 
aware of the kind of propaganda that is being scattered all 
“For every engineer there are 


over the country,” he said 


twenty to thirty teachers. Now the teachers also have an 
organization in this country. That organization meets next 
I know that one committee will report 

with the avowed purpose of putting 


ventilation. I 


July in California 
to that organization 


out, if they can, all kinds of mechanical 
have no intention now of saying anything for or against 
but I do that it is fair to 
men to remain unadvised of the facts. Much of the propa- 
upon a report which been 
discussing here—-the New York Commission report. 

“It seems to me that you should be represented at the 


You men who are tech 


these systems, not believe you 


ganda is based you have just 


meeting of teachers in California. 
nically trained in engineering lines, should go to the front 
I have read the reports of these 
feeling at 
thousand 


and ask for a square deal. 
a growing 
hundred 


teachers’ committees, and there is 


these meetings which represent two 


members (and there will be a membership of half a 
million soon), that they must have fresh air, and that 


fresh air comes in at a window. They are going to listen 


(Turn to Page 458.) 
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How’s YourGame 


AR golf is the result of par fitness. Unless 
you are fit you can't play well. Golf experts 
agree—and they are right—that a good game 

depends upon a perfect working together of muscles, 

nerves and brain. 

If your nerves are shot, your game is shot—even 
before you begin to play. 

Do you know how to have steady, dependable 
nerves—nerves that work in harmony with brain 
and muscles? 

Take a Bath a Day—not one day, but every day. 
Get the habit, stick to it, and you will even forget 
that you have such things as nerves. 

Every good golfer takes one bath a day, and 
usually he takes two. 

His first bath is in the morning, soon as he gets 
out of bed and starts his blood circulating with a 
little exercise. This morning bath—tepid, cool or 
cold—makes him fit. 

Then, after a game, in the evening, he may 
take another bath—perhaps warm, or hot, which 
is cleansing, restful and soothing. 

To do this—to keep fit—to play the kind of a 
game you like to play—you need a good bathroom, 
with plenty of hot and cold water, and a tub and 
a shower. 











This is for You 


HE advertising that builds business is the advertising that 
"hl stncieen -that gives people the reason why—why they should 
be interested, why they should want, why they should buy. 

These are just the things the Advertising Editorials do 
printed each week. The Editorials are for you to use in your local 
Many dealers, contractors and associations 


One is 


newspaper ,advertising 
are using them. 

All you have to do is to add your firm name and address at 
the bottom and you have a newspaper ad. If you would like to 
ise the illustration, it will be sent by “Domestic Engineering” for 
75 cents 

Use the Editorials—one a week—and see what they will do 
for your business. 
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You Are Not 
Grandfather! 


Many years ago, 

Before you were born, 

Our grandfathers sometimes missed 
Even a weekly bath 

But because grandfather went without 
Plenty of water, 

Don't you do it 

You might say 

That grandfather 

Lived to be a hundred, and 

What was good enough for him 

Is good enough for you. 

But before you eliminate the 
Bathing habit, remember that 
There were no Pullman cars, 
Automobiles, apartment houses, 
Victrolas, movies or radio 

In grandfather's day. 

These inventions have benefited 
Humanity—but they have made 
Individuals ‘‘soft.”’ 

Grandfather had to get out-of-doors 
And work like we of today never work. 
He was “hard as nails," and could 
Stand a lot of dirt. 

Today you're not living and doing 
As grandfather did. 

You need plenty of water 

Plenty of baths— 

A shower a day 

If possible. 


You are not grandfather! 


Dealers and Contractors 


NCE a week re llarly clip | 
O 4 a) ‘aii — ; , os 


story to your local editor for him to reprint 


in his paper 

He will reprint it Sure he wil HH 

in for such “fillers,” as they are illed 
People will read the tor week after week 
And ye vill r I inity a 
reater i er e 3 r ey } 


plumbing, heating and 


These little torie are not advert ir They 
are stray bit of info ttion—general popular 
education They supplement the Advertising 
Editorial 

If there Is one thir you r d in your bust- 

t is an ed ted put 1, edu 
cat it If d 








Oregon Master Plumbers’ Meeting 


The Master Plumbers’ Association of Oregon Plans Progres- 
sive Program for Coming Year at Two-Day Convention in 


Eugene—Bart D. Coffey, of Portland, Elected President 
ome da lestined to have a real Univer 


| \ ! ) t { ent into some detail on the various ramifica 
I ! lire t " 0 Ollewe work, the difflCulty of obtaining sufficier 


mpriatior and closed by inviting all of the delegate 





































out and see the campus and buildings Thi 
are I na na a Vitation was accepted by the convention for Frida 
\ ] ) 
John I Wallace, of Denver, Colo ne of the director 
Association Endorses Progressive Program f the National Association vas introduced, followed b 
em t bette (G. Y. Morton, San Francisco, who represented Californi 
! etter ‘ | 1 he representatives of the trade publications were call 
i few word which they delivered as specified 
pu Committees Appointed 
oe orcs ' a President Thoma MekKay, of Seaside, named severa 
snouts wibbosiess ; eigen a mmimittees to assist with the detail and routine work, 
| don eee soareen piadibsis se ite follow Resolution i R. Widmer, Portland; W r 
santas sei cualacsacn gdtcons xp apracen: Re enala eaten Finnegan, Portland, and J. H. Hansen, Astoria Creden 
, ; 7 tial Rk. D. Rennie, Portland; A. L. Williamson, Kugene 
p soi , : ind Fred DeTemple Portland Membership Thos 
— mean anything, th ae oi ee ee how Cha Fullman, and S. Pollitt, all of Portland 
vA | f Portland ponded to ; e prea J.C. Greenberg Addresses Convention 
i him that the ke to hi Hitting on All Four was the seheduled addre 
1 in ‘ ! ind Pouchil mast hae a Greenberg, of the National Trade Extension Bureau 
iid \\ must all realize vhich he delivered with chalk illustrations on a_blacl 
bled here board. Urging the plumber 
oO ( ‘ elfish inter to make use of the bureau 
t publ services, he stated Phe 
Col ntior I ) bureau can tell you anythins 
ret | riou that you want to know 
' bu op » all There isn’t a question that 
it ly | \ tl you can ask that we can't 
t t \ I trivin to answet 
Characterizing the journeys 
| ! i that man as ‘fa man with a dollar 
ho t Unive of Or an-hour brain,’ he said, “You 
ind on } can't think with trong 
i rsity wa repli 1 | muscles or Stillson wrenche 
peaker one of it pro you ean only think with 
me cting in this capacity your” brains Develop your. brain 
Pleading for the plumbers of Oregon power, it costs you nothing except 
to ipport their own university, Pro the effort.”” Mr. Greenberg's talk was 
fessor A. LL. Lomax. of the Commercial well received, but upon the con 
1) irt t of t institutior tid Clusion of the oratory the ever 
Oregon is producing a finer type of present and vital question wa 


























Top Picture: Secretary Charlies Fullman, Portland; Thomas MehKay, Seaside, and CC. 8. Whitcomb, Portland, All Past-Presi- 

dents of Oregon Master Plumbers’ Association.—Center Picture: Mr. and Mrs. A. L. Williamson and Their Children, Eugene 

Oregon.—HBottom Picture at the Left: Members of the Eugene Master Plumbers’ Association.—Bottom Picture at the Right 
Delegates from Some of the Smaller Towns 
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ked, ‘““‘What are 


do 


going to 


vou 


about the man 


who wont play 
quare who 
fair 


loesn’'t get a price 


hi work, who 
the 


public at 


tor 
have in 


the 


not 
of 
and 


does 
terests 
he who refuses 
to to kind 
of reason?" Mr. Green 
the dele 
of | 


art, 
listen any 
berg gave 
his 
this 
could be 
After 


which was 


gates opinion 


how problem 
solved 

an hour's 
ces 
in 
the 
campus, the 
MekKay told 
National 


eupied making a 


tour of University 
Pre 


the 


ident 
last 


reopened and 


again 


meeting was 
his 


Convention 


of observations as a delegate to 


in Detroit 

Samuel Murhard on the Value of Trade Papers 
Murhard old 
association, was called upon and @elivered a 


Samuel an and devoted member of the 


brief addre 


in which he touched on a number of items of interest to 
the trade. Pointing out the value of the trade papers to 
the industry, he told of an instance in which he was 
awarded a large contract because he had read an article 
and remembered and put to use when the time came that 
the information was needed ‘Be good sportsmen,” he 


said, ‘and when the other fellow gets a job, wish him good 
undertaking.’’ Mr. Murhard 
thought be 
combine 
Director Wallace 
of the National 
kind 


mentioned 
accomplished if the 
Pacific 
that it 
sectional 


luck in his also 


the good which he could 


western coast states would to form a 


Coast Association remarked 


has been the policy to frown on 


issociations of this 


A few words from the Washington state association were 


heard when B. M. Richards, of Everett, and P. J. Lavan, 


of Seattle, were called on soth assured the delegates 
that the Washington association stands ready at all times 
to co-operate with the plumbers in the neighbor state in 
iny movement that will work for the betterment of the 
trade 
The Business Sessions 
The Saturday morning and afternoon sessions were the 


R. D 
110 delegates 


real business sessions of the convention. Rennie, 


of the Credentials Committee, reported that 
and guests were present No secretary's report could be 


given at the convention, due to the faet that all the books 


of San branciseo; 








National Director John FE. 


In Top Row, from 
”. J. Lavan, of Se 
Richards, of Kveret 
senting the Wash 
tion; Mr. and Mes. G 


+4] 






Left te Rights: 
nitle, and BM. 
t, Wash... Repre- 


ington Associn- 
eorme V. 


Wallace, 


Vorton, 


Denver, 


Colo., and John TT. Weil, of bhugene, and His Two Daughters, 

—lenter Row: ©. b. Shumway, of Mugene: Viee-President- 
A. L. Williamson, of Dugene, and Mr. and Mes. Raye 
Marlet, Mugene.—At the Bottom: art DD. Coffey, 

New President of Oregon Master Plumbers’ Association 
had been lost in the fire that destroyed Secretary Law 
Plumbing shop in Astoria several months ago In order 
that ome record of the past of the a ociation mav be 
had, however President MeKay appointed committee to 
write a short history of the organization This work 
to be done by T. J. Rowe W N. Smith, Cha hullovar 
samuel Murhard, A. L. Fraser and C, | ul 

The Apprenticeship Problem 

Considerable thought was given to the problen ) ip 
prenticeship and vocational trainin \\ el ho 
in the executive department of the Corval Vocational 
School, told of the work that being done there how t} 
school is attempting to assist boy to learn trade of their 
choosing, and also help those who have trade to become 
more proficient in them Ile also offered to a t the 
plumbers in any locality to establish trade schools, if they 
would but call on his department 

National Director Wallace in his addres ilso touched 
on the same question, explaining the plendid work that 
is being done by the Denver Opportunity chool rhe 
greatest difficulty we have,’ said Mr. Wallace is in pro 
viding teachers.” Ile praised the work of the National 
Trade Extension sureau ind advocated that the asso 
ciation get back of the Bath a Day campaign An in 
creased interest in bathing will mean an increased inter 
est in the bathing faciliti and this will create a greater 
market for the products we handle,’ he pointed out 

The Resolutions Committee reported in the closing sé 
sion, and it was at this time that some real steps were 
taken which may mean a brighter future for the Oregon 


State Association o 


It had been 


mentioned 


f Master Plumbers 


several times 


during 


the meet 
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ing that one of the greatest handicaps of the association 
was the nstant emba nent du to lack of funds It 
A I ed it that 1 mes individuals had carried 
o! rtain assigned duties entirely at their own expense, 
an expel not or of tir but of money as well 
We must decide right now whether or not t organ 
t i 0 i n ( id W. T. Finnegan 
And, if it ye must 1 e up ir minds to pay the 
price,’ peaking in the me vein, President McKay said, 
‘ ‘ ‘ ) ‘ of t i ciation on 
l iitt \ ] Williamson remarked 
t hie ! " pa ! to their union than the 
I I to tl ciatior 
\ fir pa d b 1 unanimous vote 
t » $14 a ye making the local a cia 
| ) ‘ t ym their members In 
0 « x du v 1 be paid directly 
" 
tep that m e of far reaching ignificance 
! pl I ! tect equiring that 
I nt 1 to maintain a certain tem- 
t | of their own rather than 
( ) de mn The pirit of the resolu 
‘ t t } eafte the contractor will guaran- 


rh rf) ccording to the architects’ 
{ I ( t t Vill maintain certain 
npr tu 

The present plumbi: law of the tate of Oregon are a 
oke ce ling to the testimony of those best informed 
the ibject In fact, the tatute is so worded that 
anyone installir plumbing in the state is liable to impris- 
onment In order to correct this state of affairs a legisla- 
ti committee of three members is to be appointed to 
prepare a new code and have it put through the legislature 

it it née ‘ on 
hte itior ‘ ! to the local association, the ladies, 
ind tl ipply house representative were presented and 
pa l I convention also passed a resolution endors- 
ing the international public comfort station mark, and 
till another congratulating the Standard Oil Co. for its 
ictivity im the movement to establish public comfort 


tion tlong the Pacific and other highways 


Klection of Officers 


r} meeting closed with the election of officers, in 
Vhich tl followit ver hosen President, Bart D. 
Coffey, Portland vice-president A. L. Williamson, Eu- 

l ‘ ul Ernest G. Ruedy, Portland 

President et Coffey appointed Chas. Fullman, Port- 
land. to be secretary The members of the executive board 
for the ensuing year will be W. N. Smith, Astoria; 
Theo. Roy, Portland; Cha H. A. Brechtel, Eugene, and 
K. W. Bishop, Baker 


Ladies’ Auxiliary Meets 
held a bu 
Fullman, president, intro- 


The Ladi iness meeting on Friday 


ifternoon, at 


Auxiliary 
which Mr Cha 
everal speakers and entertainers. Gordon Black, of 


Wanger Co., 
, and he 


duced 
Woodward 
and popular 


William 


known 
Dp. Ss 


number of his well 


Fave a 
recitation was followed by Mrs 


who did a number of very clever impersonations. 


Others who spoke were Mrs. W. T. Finnegan, Mrs. Thos. 
McKay and Mrs. G. Y. Morton. 

The election of officers resulted as follows: President, 
Mrs. T. J. Rowe, Portland; vice-president, Mrs. George 
Root, Portland; secretary-treasurer, Mrs. R. D. Rennie, 


Portland 
Entertainments 
There was plenty of entertainment provided, thanks to 
sociation, and the enter- 


no time were 


the efforts of the Eugene local as 
was so nicely interspersed that at 


become 


tainment 


the business sessions long enough to wearisome 
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On Friday afternoon, an hour was taken to visit the 
campus of the University of Oregon. Two hours were 
taken on Saturday morning, when all of the delegate 


the Rex theatre to the Pacific 


motion pictures of the Oregon, Washing 


adjourned to 
Mfg 
ton and California conventions last year, and the Standard 
Mfg film, ‘‘The Tale of the Tub.”’ Th: 
picture was interesting and at the same time educa 
showed the 


of enameled iror 


see 


Sanitary 
Company’s 
panitary Company's 
latter 
Gonal tn Saat ot complete process used in th 
manutacture 

The ¢ 


all were 


ware, 


venings, too, were well occupied, for on Friday 


with the 


held in 
sity This was an 


provided tickets to Canoe Fete, one of 


the annual event connection with graduation 


week at the Univer interesting and 


who had witnessed 


pleasant 


picture and for those 


anything of that 


que affair, never 
kind, it was a 
that 
| 


leared the 


surprise An 
old Penn 
the la 

the 


Oregon mist,”’ trongly resembled good, 


stands 
lighted 


yVivania rain, ¢ very 


quickly as 


raily decorated and canoe floated down mil] 


No convention is complete without a banquet, and no 


banquet is complete without peeches, so the enjoyable 


were held on Satur 
the 


the convention 


banquet and the inevitable speeches 


Following the orchestra 


and the 


day night banquet played 


for dancing dance ended 


Manufacturers’ and Jobbers’ Representatives in 


Attendance 
\mong the manufacturers’ and jobbers’ representatives 
were Kk. M. Pugh, The Peerless Pacific Co., Port- 
Black, Woodward-Wanger Co., 
Harbert, Crane Co 


present 


land; Gordon Philadelphia; 
’s Portland branch; L. C. Greider 
Mfg. Co., Seattle; H. L. Frank, 
San Francisco; A. C. Freeman, 
Portland; A. J. Ness, M. L. Kline Co., 
Albion Mfg. Co., Seattle; Ed 
Portland; C. J. Dondero, 


and J. W. 


oO. Dp 
Pacific 
the 


Standard Sanitary 
Sanitary Mfg. Co., 
Walworth Mfg. Co., 
Portland; W. A 


Lyman, 


Dunbar, 


Jacobsen-Monroe Co., 


Anchor Laundry Trays Co., Portland, Luke 


Illinois Engineering Co., Chicago. 

















June 11, 12 and 18, 19233.—Annual convention of California 
State Association of Master Plumbers, at Lake Tahoe. 


June 13, 1923.—Summer meeting of the Eastern Supply 


Association at the Hotel Astor, New York. 

June 15 and 16, 1923.—Annual 
State Association of Master Plumbers, 

June 25, 1923.—Annual convention of the New Jersey State 
Master Plumbers’ Association, at Atlantic City. 
1923.—Annual meeting of the Women’s Auxiliary 
of the National Association of Master Plumbers at Hotel 
Breakers, Atlantic City, N. J. 

June 26, 27 and 28, 1923.—Forty-first annual convention of 
the National Association of Master Plumbers, at Atlantic City, 
N. J. Headquarters at the Hotel Breakers, exposition on 
the Garden Plier. 

September 11, 12, 13 and 14, 1923.—The eighteenth annual 
meeting of the American Society of Sanitary Engineering, in 
Davenport, Iowa, with headquarters at the Hotel Blackhawk 

December 12 to 15, 1923.—The fourteenth annual meeting 
of the National Association of Practical Refrigerating Eng! 
at Memphis, Tenn. 


convention of the Nevada 


at Reno. 


June 26, 


neers 
A new well is to be added to the waterworks suppl) 
of Altheimer, Ark. 
A 75,000 gallon tank ona 


at once by Fullerton, Calif. 


75 ft. tower is to be erected 























Fifth Session of the 


Schoolmaster 


and His Class 


This Session Takes Up Methods of Installing a Hot Water Supply Sys- 


tem with Circulation, and Shows Which is Correct and Which its Not 


Conducted by R. M. Starbuck 


IG. 46, which appeared in the April 21st issue of 
Fr domestic Engineering,” is the subject for consid- 
eration at this session of the class. This is the first 
time we have attempted the correction of wrong work ina 


drawing showing a hot water supply system with circula- 


tion, and it will be interesting to see how the problem has 
handled 


who 


been 
Those have sent in corrected drawings are as 
follows: 
1. Albert Blake, Chatham, Ont 
2 C. B. Harwell, Cartersville, Ga 
3. Ray Keenan, Ossining, N. Y. 
. Louis Liess, Weehawken, N. J. 
5. CC. H. Morrow, Bozeman, Mont. 
6 H. H. Niebuhr, La Crosse, Wisc 
7. H. G. Parker, Danville, Ill. 
8 M. F. Waldron, Colorado Springs, Colo 


9. Alfred T. Walter, Milwaukee, Wis. 
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Fig. 1 


10. Arthur Wiborg, McPherson, Kans. 

11. Lester F. Woodhull, Paola, Kans. 

From the above, it will be seen that there are several 
new members in the class, and we, of course, are glad to 
welcome them. 

We want to repeat, that it is O. K. to join the class at 
any time, and also O. K. at any time to send in corrected 





drawings of incorrect drawings published in any of the 
previous articl on drawil 

The drawing submitted by Arthur Wiborg is unusually 
well made and neat, and not only shows a od knowledge 
of the subject of drawing, but also of hot water supply 
and circulation It is reproduced in Fig. 1 

if ’ 
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\ tA a 4 
4 
- 
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| swinging Check valve, with | 
| srna// fole bored check | 

L J 

Fig. 2 

Four other drawings attack the problem in very much 
the same manner as Fig. 1, but in each case with certain 
important differences. These are Fig. 2, drawn by Louis 
Liess; Fig. 3, by Lester F. Woodhull, Fig. 4, by Alfred 


T. Walter; and Fig. 5, by C. B. Harwell, the latter having 


taken pains not only to make an exceptionally neat draw- 
ing, but a blue print of it as well. 
We have to admit that Fig. 3, as submitted to us, was 


know, so far as making 
that the 


much neater 


rather carelessly drawn, and we 


a good-looking drawing is concerned, member 
who 
better job. 

Fig. 6, submitted by H. G. 
in a manner entirely different from the others, and, in 


certain respects, we 


made it is capable of doing a and 


Parker, handles the problem 
think he has done fully as well as the 
others. 


OPINIONS BOUND TO DIFFER 


EFORE taking up the criticism and discussion of 
B these drawings, we wish to say that probably there 
is no subject connected with the plumbing trade on which 
there is bound to be greater difference in opinion than on 


many features of hot water circulation. And, indeed, it 
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ome en proof of excellence ihis fixture, above all other fixtures, requires an abur 
‘ ‘ f «oe nection lall be t, quick ipply of hot water But in each of the 
ide o1 by installing t vork and putting it to actus avouts the ipply of hot water is delivered to the kitche 
f ! ctu york dition nk only after it has traveled around the house and near 
One thin noticeable ji Fig ] > and 4, is that the back to the boiler again 
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Fix. 3 Fig. 5 
connection of the flow pipe to the bathroom on the third Fig. 2 strikes it nearer right than the others, by drop 
floor is taken off back of the connection to the second floor ping down to the sink soon after leaving the boil 
bathroom This connection favor the second floor fix although we do not believe the circulating pipe for the 
ture : t should In Fig. 2 the connection is made so fixtures in the cellar will amount to much. 
that the third floor fixtures are favored In Fig. 6, as the work is laid out, the three first floor 
The boiler connections for range, gas water heater and fixtures will actually have no circulation, for the conne: 
indry heater show quite a variation in the six drawing tion from A to B, which is meant to be a circulation pip¢ 
Of these we find the connection hown in Fig 2 and 5 cannot produce results 
the best It seen to us that when a gas heater is con It seems to us that the best that can be done for thes: 
nected into the side of the bowler, as in Fig. 4, the real three fixtures is to drop down to them from the hot water 
purpose for which uch a heater 1 used i defeated, for pipes above 
instead of giving a quick supply of hot water, as results In a job of this kind it must be remembered that the 
from a connection above the top of the boiler, a connec laundry heater, as a general thing, is not in use all the 
— sit ita ia ageism = — ay 
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tion into the side means that a considerable body of water time, in fact, only occasionally, and the piping must be 

in the boiler must first be heated before hot water can run with this fact taken into account. 

be delivered at any of the fixtures. In Fig. 7 Ray Keenan has carried his main flow pip: 
One serious defect in Figs. 1, 3, 4 and 5, as we look at directly to the highest point, and from that point di 





it, concerns the supply of hot water to the kitchen sink tributes hot water to both sides of the house. Apparently he 
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has carried his horizontal return considerably lower than 


is necessary——nearly down to the level of the wash trays. 


This makes it necessary to raise the hot water through a 
greater height than if the return was run close under the 


floor The connections between the range, water heater, 
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9 
“ 


laundry heater and boiler are the same as those of Fig 
and, as far as we can see, could hardly be improved upon 
This was one of the best executed drawings submitted 


DIFFERENT CONNECTIONS 


MANY 
RACTICALLY every contributor has used a differ- 
ent set of boiler connections. Some of them good, 
and others not so good. 
8 are shown connections submitted in Albert 


In Fig. 


Blake’s drawing. We think a great improvement would be 








pa = 
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Fig. 8 
made by connecting the range flow pipe into the side of 
the boiler. When connected into the flow pipe from the 


laundry stove, as in the illustration, the flow of hot water 
from the laundry stove would likely be so strong as to 
cause interference with the flow from the range. 
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H. H. Niebuhr’s connection n Fi 9, are practically 
the same as those of Fig. 8, and, of course, open to the 
same objections 

C. H. Morrow’s connections in Fi 10 are also open to 
the same criticism as the two preceding methods He 

—— 
se | 
zetia 

Fig. 9 

has connected the gas water heater into the side of the 

boiler, and the range he has connected above the boiler 

This combination should be reversed—the gas heater con- 

nected above the boiler, and the range into the side of 

the boiler 
M. F. Waldron’s connections, in Fig. 11, also show 
the gas water heater connected into the side of the boiler, 
although higher up This type of heater is practically 
f >) 
| 
| 
| | 
' 
| 
o—4 
{ | 
f + ss 
at } 
= J 
- a 
Sapa sie T 
¢ 
Fig. 10 


always used for quick heating, and to give quick heating 


results the connection must be made into the flow pipe 
from the boiler, at a point just above the boiler. Other 
wise, when connected into the side, hot water cannot be 


delivered until the water in the boiler is heated. 
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While nor f the dr n ibmitted were entirely 
f that I to criticisr certainly 
1 our dit f the pr ciples of 
eee ‘ 
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fe 
Fig. 11 
\ \ go on with thi erie we shall take up this 
ubject qu horough!l it 1 very important part 
of the rk of tl plumber 


Committee Reports 
Made 


ational Asso- 


Brass 


Tentative Recommendations 
by a Committee of the 
ciation of Brass Manufacturers Look- 


ing Toward a Revision of Specifications 


OME months ago the National Association of Brass 
Manufacturers was requested by the United States 
Government to revise specifications for plumbers’ 


brass goods for the treasury, war and navy departments 


Accordingly, the president of the association appointed a 


committee on traps, drain fixtures, flushing devices, etc.: 
another on showers, bath and other combination faucets; 
and a third on single faucets, valves and miscellaneous 
items These committees, in collaboration with men from 


members of the N. A. B. M., 


recommendations 


other manufacturing firms not 
have drawn up tentative 


The fundamental principles of procedure approved by 


the 
Obsolete 


committee were 
to be eliminated 


liberal 


ty pes 
have tolerance. 


to be specified. 


Detail measurements to 


Manufacturing not 


weights of brass goods to be specified. 


process 
Minimum 
As few metal mixtures as possible to be specified. 
Brass manufacturers’ standards to be accepted as far 
as possible 

The thought of the has 
aid in planning a set of specifications for plumbing the 
government buildings which will secure brass goods that 
are serviceable, modern, and regularly produced by rep- 
utable manufacturers as stock material. 

The manufacturer's mark should be stamped or cast on 


every fixture, and on every part that is not a complete unit. 


guiding committee been to 
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fixtures, such as faucets, valves, supply pipes, 


etc., before offered for sale must withstand a test of not le 


than 100 lb. of constant water pressure to the square inch 
round cocks to withstand such a test of not less than 
00 Ib 
No red or white lead or other harmful compounds to bé 
ipplied to female threads of joints iw pipe fittings. This 
ivoid large mount of residue lead and other 
poiso is ingredient which contaminate the water for 
period after installation. 
Th word “‘compression"’ in connection with faucets, 
Op ind the like, covers those types whose stem has 
i thread of not more than 1/6 inch per revolution. Thoss 
traveling more than 1/6 inch per revolution are designated 
, quick compression.’ All Fuller faucets should be 
eliminated for compression or quick compression faucets 
The delivery capacity required of quick compression fau- 


ee toy ete and self-closing faucets should be le 


delivery capacity required of compression faucets 
should be 


constant 


han the 
All faucets 


against self 


and stops constructed so as to 


opening at a water pressure 


of not I than 80 Ib 


Specification hould permit the entire designations on 
iandles of faucets That is to say, the words Hot, Cold, 
Iee Water, should be spelled out instead of the initial 


such as H, C, I 

hould not be limited to gate type valves. 
the the 
factors. In instances, 


letters used 
specifications 
The 


fixture, pre 


type of valve to use depends on nature of 


sure, and other many 


globe valves, angle valves, or compression stops are better 


suited to the purpose than gate valves, and less costly. 


Showers 
It should be that the Non-Sealding Regu- 
lating Valve is often used loosely in advertising literature 
It should be applied that 
ically If it is desired, we suggest the installa 


noted term 


only to valves are thermostat 
controlled 
an automatic temperature control valve near the 
ource of the supply at a point 
desired to control the temperature of the hot water. 

The 3'%-inch size of hand spray is eonsidered “special,” 
the 24-inch is in general use and should be specified. 
not be shown as 
having a shoulder immediately the thread. 


This shoulder serves no useful purpose and is not in ac- 


tion oft 


hot water where it is 


Faucets for hose connection should 


above hose 


cordance with modern standard practice. 
Flushing Devices 
Flushometers have not been standardized, but are mostly 


manufacturer has a specific 
Under the circumstances the 


patented articles, and each 


and distinct construction. 
committee is not warranted in making any recommenda- 
‘tions 

Sink and Lavatory Traps 

When lavatory and sink traps are made with two union 
that permit the removal of the return bend 
in the dip for the purpose of cleansing, they shall not be 
supplied with a trap screw or clean-out plug. 

When a return bend is cast integral with the outlet of 
they shall be provided with a 
Such a screw or pltg shall be 
less than 11% below the normal seal 
surface or the house of the seal. 

The free opening for clean-out screw or plug in cast 
sink and lavatory traps must not be less than % of an 
inch in diameter. 

Traps must have 
14 to the inch. 


eonnections 


lavatory and sink traps, 


clean-out screw or plug. 


located not inches 


else at side 


full and perfect threads not finer 


than 
Bath Waste and Overflow 
The connected waste and overflow with stopper is the 


most sanitary installation for baths. 
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POTTERY 


ORGANIZING COMPANY TO MANUFACTURE 


George M. Jacksonville, Fla., is organizing 


a new 


Formby of 


company to engage in the manufacture of sanitary 


pottery of clay found in that section of the country 


STURDY MEG. CO, OPENS PACIFIC COAST OFFICE 


The Sturdy Manufacturing Stroudsburg 
Pa., has opened an office at 25 Minna 


Calif., 


Company, of 


street, San Fran- 


cisco, in charge of L. E. Green 


WESTERN PLUMBING SUPPLY COMPANY PLANS 


NEW BUILDING 
The Western Plumbing Supply Company is planning 
the erection of a three-story concrete building in San 


will be located on Mission street, 
It will be 


The structure 
near Ninth street, and will cost about $21,000 
used as a warehouse and salesroom. 


Francisco. 


0-E SPECIALTY MFG. CO., OPENS SALES OFFICE IN 
PITTSBURGH 

The O-E Specialty Mfg. 

has opened sales offices in the Fulton Building, 





Milwaukee, Wis., 
Pittsburgh, 


Company, of 


Semans and H. N 
well known heating engineers 


Pa. George H. Rudderow are in charge 
of the 
and will promote the sale 


Pa., and vicinity. 


new place. Both are 
of this company’s specialties in 
Allegheny County, 
DEATH 


EDMUND F. HIGGINS CALLED BY 





treasurer and 
Manchester, 


Higgins, for 
Manchester 


Edmund F. many years 


manager of the Supply Company, 


N. H., died at his home, in that city, on May 17, in his 
77th year. He was a native of Standish, Me., and for 
fifty years had been a resident of Manchester. Thirty- 


five years ago he organized the company of which he was 
the active head and he saw it grow to the largest concern 
of its kind in the He is survived by his wife, a 
son, two daughters two 


state. 
and grandchildren, 

SEPTIC TANK COMPANY ERECTING 
ADDITIONS 


The Stroudsburg Septic Tank Company, of Stroudsburg, 
building, 36 x 100 ft., 
and another structure, 


STROUDSBURG 


to be used as 
oe 2 28 ft. 
The buildings are located on 


Pa., is erecting a new 
a manufacturing plant, 
to be used as a warehouse. 
xround adjoining the present plant at 312 Main street. 
ZWERMANN COMPANY TO DOUBLE ITS OUTPUT 
of Robinson, Ill., manufactur- 
ware, will double its output 
factory building, 


The Zwermann Company, 
ers of vitreous china sanitary 
with the completion of a new which is 
being erected north of the present main buildings in that 


city. The new building, which is 432 x 96 ft., will contain 








two single tunnel kilns, each larger than those in the other 
buildings \bout 150 more men will be employed in the 
new plant and the production will be more than doubled 
SWARTZ MANUFACTURING COMPANYS MOVES 
OFERICES 
The Swartz Mfe. Co., of Philadel phia, Pa | mM ad it 
offices from 254-2386 Cherry tree to la a it 
116 Broad treet 


CENTRAL BRASS MEG. CO. BUILDING NEW FOUNDRY 


The Central Brass Mfg. Co., of Cleveland, O l A 
quired a large site on East 55th street, ¢ land, and 
is erecting a large, modern foundry building vhic vill be 
in operation about July 1 The new building being 
equipped with all the newest devices and machinery te 
attain maximum output and efficiency The company will 
also build a new factory building on the new site 

BEG YOUR PARDON 

It was the warehouse and offices of the Plumbers’ Sup 

ply Co., of Evansville, Ind., which were almost completely 


destroyed by fire on Saturday, May 19, and not those of 


the Evansville Supply Co., as was erroneously reported 
in last week’s issue Secretary R. R. George, of the 
Plumbers’ Supply Co., says that every effort will be made 
to fill orders on file, and he hopes that manufacturer 
who have his company’ orders on file will ship the 
ordered goods promptly He also is anxious to have manu 
facturers send their catalogues to him, as all his com 
pany’s catalogu were destroyed in the fire 


STANDARD SANITARY MEG. CO., OF PITTSBURGH, 


BUYS BUILDING SITE IN) BIRMINGHAM, ALA.,, 
TO LOCATE DISTRIBUTING BASE AND 
BVENTUALLY A NEW PACTORY 
The Standard Sanitary Manufacturing Company, of 


has purchased a 


South 


Pittsburgh, Pa., building site in 
ham, Ala., at the corner of Fifth 
street, with a frontage of 150 ft. and 


Birming 
avenue and 22d 
190 ft., at 
The 


Corpora- 


a depth of 


a consideration of between $30,000 and $40,000 


property, which was acquired from the Rushton 


tion and George H. David, former owners. is now occupied 
by a few old residences, which will be removed soon to 
make room for improvements Plans have already been 
drawn to erect on the new site a large building, the first 
unit of which will cost approximately $100,000 and will 
be used as general display rooms and a distributing center 
by the Standard Sanitary Manufacturing Company 

At this time the company has no plant south of Louis 


ville, Ky., and, according to reports, it is the intention of 
the officials eventually to establish a large plant here for 
the purpose of covering more thoroughly the southern and 


territory The tabli 


to materials nee 


southeastern plant is to be e hed in 


Birmingham because of its proximity ded 
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ENGLAR & ALBERT TO MANAGE 
NIPPLE WORKS 








WAYNESBORO 


Charle D. Englar and Carroll P. Albert, « prising the 
firm of Englar & Albert, and who recentl old their 
plumbing ind eating n¢ Wa 0 P to 
1 } stone ne i f t ir er ime to tne 
mana el f ti \ ! pp Wo n that 

which the hed Octobe! 120 Mr. Engla 
r th p I | ing bu i ntee 
d ear l Albert bec is pa 
| i I , uc Tul t t I n a 
Ihe 
. d } mat for i enlargement A brick building 
Oo 10 Tf ) co! 1 th immer Additional 
¢ pment . bye i! ! ind the VOrKIn fore in 
} 1 
t ha Rae ere 
her 
ADDITIONS AND IMPROVEMENTS 

The LaCrosst Plumbing Supply Co 216-2 yutl 
Front reet, LaCro W ha ted rk yn the 

ction of a fi tory bri addition to i plat TI 
tructur v hie completed V1 cost pproximate 

YH Hoy 

tringer Bro rs Company, of icago etir i 
ddi to its found: t Gadsden, Ala I new building 
vill be 90 ft 1 following 1 completion more 
men will be employed and the company production will 
tye ré if lI re . | 


DETROIT MEN OF THE TRADE POSTPONE TRADE 


GOLF MEETING AT BLOOMFIEL 


Announcemen 


events. the Trade Golf meeting planned by I 


the trade for Friday, June 1, at Bloomfiel 
san could not take place, but a meet is beir 
held on Wednesday June 6, at the Meade 


Club, near Detroit The club is located « 


miles 
on read, and can be reached 


d thenee by Farmingtor 


by the Sev 


Northville in 


( jubheous e 


NEW ENGLAND METAL PRODUCTS ¢ 


D HILLS 


t has been made that, due to unexpected 


etroit men o 
d Hills in Michi 
ig arranged to be 
ywhbrook Country 


yne and one-half 


; east of Northville, Mich., on the Northville-Farming 


ren Mile road to 


1 road to the 


xOLEF ASSOCIA- 


TION HOLDS FIRST MEET OF SEASON 


The New England Metal Products ¢ 


opened its season recently with a meeting 
Golf Club, Wollaston, Mass Despite tl 


there was a good attendance on 


Sargent, manager ol 


of the Standard Sanitary Manufacturitr 


rounds Robert E 


president for the year 

The first prize in the morning play 
Thorndike with a net score of 81, which v 
score tor 
second prize for the morning, while the ¢ 


went to L. W. Smith, with 82, and W 


an 83. 
The net scores turned in were 


Morning—H. W. Thorndike, 81; W H 


1). A. Thompson, 85; W. H. Dennison, 86; 


86; John S. Nicholl, $3; William Beals, 9 
91: L. W. Smith, 92; 
Afternoon—L. W. Smith, 82; W. H. I 


Rollins, 84; William Beals, 84; R D. A. 


John S. Nicholl, 86; W. H. Dennison, 86; 
87: R. E. Sargent, 89; John Stevens, 93; 
96: Dick Lane, 163 


Was 


rolf Association 
at the Wollaston 


1e poor weather 


ie course for the two 


the Boston office 


ig Company, 1s 


won by H. W. 


vas also the best 


the day i. D. A. Thompson, with an 85, took 


ifternoon honors 
H. Thayer, with 


Thayer, 82; R 
R. E. Sargent, 
0; John Stevens, 


Dick Lane, 92; George Stevens, 105. 


hayer, 83; J. H. 
Thompson, 85; 
Charles Glavin, 
George Stevens, 





KOHLER COMPANY ANNOUNCES THRIFT AND SERV- 
ICK BONUS FOR MEMBERS OF ORGANIZATION 


In keeping with a plan inaugurated about five years ag 
by the Kohler Co., Kohler, Wis., a thrift and service bonu 


for members of the organization was announced recently 


The Kohler bonus has for its purpose the encouragement o 
thrift and saving, and a substantial recognition of continu 
us association with the Kohler Co. organization. Under 
the distribution announced, every person who has beer 


ployed from any date in 1922 to Sept 





a bonus of five per cent of his wag: 
for the period of his continuous employment in 1922, not 


2 


$2,000 This bonus will be credited to his thri! 


to exceed 
certificate. The thrift bonus is in the form of a credit ot 
two-sixths of the amount of interest accumulated by th 
rift certificate subscriber This means in effect that in 
terest paid on thrift savings in the last year, instead « 
ix per cent will amount to eight per cent compounded 
irter! Every member of the Kohler Co. organization i 
privileged to subscribe in an amount equal to his previou 
year’s earnings, but not to exceed $2,000 The subscribe: 
makes monthly payments on his thrift certificate to the 
amount of one per cent of the total. On this thrift accu 
mulation, the company pays interest at the rate of six 


per cent 

















A. J. Barberi, assistant manager of the San Francisco 
offices of the Standard Sanitary Mfg. Co., called on friends 
and acquaintances in Chicago last Tuesday on his way 
West after having visited the general offices and factories 
of the company in the East. 

Frank S. Hanley, of New York City, secretary of the 
Eastern Supply Association, was elected a member of the 
Advertising Club of New York, at a recent meeting of the 
Board of Directors 

J. R. Evans, formerly with the Kalamazoo Sanitary 
Manufacturing Company, Kalamazoo, Mich., has becom 
associated with the Zwermann Company, Robinson, IIli- 
nois, aS assistant manager 

H. O. Brown was appointed sales representative of the 
North Carolina district of the Tomlinson Co., Inc., of 
tichmond, Va., and not L. W. Brown, as was reported in 
last week’s issue of “Domestic Engineering.”” L. W. Brown 
has been with the Richmond branch of that company about 
fourteen years. 

George D. Chadeayne, formerly with the Gorton & Lid- 
gerwood Company, 86 Liberty street, New York City, as a 
sales representative covering Connecticut territory, ha 
accepted a position with John Bischoff, Jr., 40 Secor 
street, New Haven, Conn., as an estimator and engines! 
in his plumbing, heating and ventilating contracting 
business 

Chetwood Smith, representing the Stack Heater Con 
pany, Boston, Mass., gave an illustrated lecture at the 
convention of the American Water Works Association. in 
Detroit, May 25. Mr. Smith’s subject was “Range Boiler 
Explosions.”” He illustrated his subject with a number of 
stereopticon slides, made from photographs of actual « 
plosions in various parts of the country. He explained 
why such accidents had occurred and showed how th: 
could be prevented. 
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Trade Literature 


Here are mentioned each week the newest catalogues, booklets and 
lders that are of value to the trade. Copies may be had by writing the 
fferent companies. Or write “Domestic Engineering’ on letter 
ead, listing the items you are interested in, and we will ask ma cturers 





mail copies to you. 


How to Select the Proper Type of Water System 
Water systems and pumping outfits are described in a 
forty-four page catalog recently published by the Goulds 
lanufacturing Company, of Seneca Falls, N. Y. The par 
icular for which each plumbing outfit and water 
upply system is especially adapted are 
ection on “How to Select the Proper System” should prove 


of value to the suburban or farm dweller in selecting the 


uses 


explained, and a 


type best suited to his needs. 
From Running Brooklet to Washing Machine 

Under the title, ‘Outline of the History of Washing,” 
Copper and Research 
novel booklet printed in four colors. It portrays the evo 
lution of washing from the time of Mother 
depicted washing her cloaks of skin in the running brook- 
Europe and 


the Brass Association presents a 


Eve, who is 


mediaeval 


let, down through ancient Greece, 
Colonial days, to the present age of rustproof copper 
washing machines and radios. 

Steam and Oxy-Acetylene Gauges 


The National Gauge and Equipment Co., of La Crosse, 
Wis., has issued Bulletin No. 22, enumerating and illus 
trating the company’s steam and oxy-acetylene gauges. 
By the use of retard gauges, which begin to operate at 
a pressure of one quarter of a pound, and have ounce 
scale divisions up to ten pounds, the householder is en 
abled to know the boiler pressure in a straight pressure 
system. Vapor gauges for use on low pressure heating 


systems are also described 


Preventing Waste of Heat in Underground Pipes 
Pipes,”’ 


“Saves Heat-Loss from Underground asserts a 
circular by The Ric-Wil 
Ohio, describing four types of the Ric-Wil method of in- 
sulating underground steam or hot water pipes. Exhaust 
steam, instead of being wasted to the atmosphere, may 
be economically transmitted a by 
means of the conduits and pipe covering illustrated. The 
for different kinds and sizes of pipes in one 
conduit is also explained. ‘‘Heating Rates,” 
folder issued by the same company, gives a useful table, 
prepared by the National District Heating Association, of 
steam and hot water heating rates in many cities of the 
United States. 
How to Select the Right Ejector 

It is no unusual thing to find an ejector striving against 
odds to do work for which it intended, thus 
robbing the purchaser of his rightful service and impair- 
ing the popularity of the ejector. The reason for this 
lies in the lack of understanding between the purchaser 
This invariably leads to much cor- 


issued Company, of Cleveland, 


considerable distance 


best type 
another 


was not 


and manufacturer. 
respondence and dissatisfaction, which could all have been 
eliminated, if the purchaser had been supplied with the 
proper data from which to determine his requirements. 
With this in mind, the Penberthy Injector Company, of 
Detroit, has prepared a data sheet entitled, ‘‘How to 
Select the Right Ejector.”’ By use of this sheet, all such 
difficulties should be eliminated. 
Pure-White Bathroom Trimmings 
“Porcelain Enameled Bathroom Trimmings” 
leaf binder, containing several illustrating 
describing the enameled bathroom trimmings and acces- 
sories manufactured by the American Enameled Products 
Co., of Chicago. An array of tumbler holders, towel bars, 


is a loose- 


sheets and 
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the semi-inset 
The point is emphasized that 
these 
desired “- 
the 


dishes, is illustrated, including 


and 
trimmings set into the wall. 


Soap 


color of tile can be matched in insets, and 


any 


will be made up when Pure 


stuffer, 


special colors 
White 


company, 


Story,"’ an envelope issued by same 


consumer how his bathroom can 


explains to the 
be beautified with snow-white trimmings 
ENVELOPE STUFFERS FOR DEALERS 


Nort}! ronawanda, 
Modern 


dirt, by 


Radiator Corporation 
‘The Latest 
without 
operated independently of each 


Butfalo Gas 
3 a 
in Heating.” 


Circular No. 11, ‘ Improvement 


Steam heat coal or means 


of gas fuel steam radiators, 


other, is explained in this folder. 

Excelso Specialty Works, In Buffalo, N. Y The 
Bank Behind the Door.”” This folder features ‘hot water 
comfort for washday—and every day,”’ and the compound 


energy that may be banked by the possession of a plenteous 


hot water 


available supply of 
Tex “What 


envelope stuffer 


and constantly 


eds 


Conveniences 


You Mean 
emphasizing 


aluminum-jacket 


Putnam, Houston, Do 


°?"* queries an 


of the Putnam automatic 


the simplicity 


water heater. This heater is said to be foolproof —a sim 
ple twist of the wrist delivers, instantly, an even flow of 
hot water 








Twenty Years Ago in 
“Domestic Engineering’’ 




















June 6, 1908 

and EK. W. 
Farrell Heating 
from $25,000 to 


Farrell 
the 


Atlanta, Ga.—Daniel and James E 
charter for 


capitalized at 


have asked for a 


Co., to be 


Dutton 
and Plumbing 
$50,000 


Pitts 
$500,000 


Kelly & Jones Co., of 


the 


Plan The 
burgh, expects to issue bonds to 


Improvement. 
amount of 
to improve its plant at Greensburg, Pa. 

New Factory.—H. O. Canfield, of 
will build a large new factory in the near future 
-S. A 


new 


Bridgeport, Conn., 


Columbus, Ohio. Esswein landed the plumbing 


the now 


and heating for 12-story Harrison building 


going up. 
Fire damaged the plumbing estab 
May 30 


San Antonio, Texas. 


lishment of A. H. Shafer to the extent of $6,000 

Annual Outing.—The Buffalo Master Plumbers’ Asso 
ciation is preparing to hold its annual outing the last of 
June E. S. Franke and James Irr are in charge of at 
rangements. . 

Theatre Contract.—_I. W. Crozier is doing the plumbing 
on the new Weber & Fields $200,000 theatre in Boston 

Philadelphia, Pa.—Boon & Sample have the plumbing 


t Pa 


contract on the Pennsylvania R. R. station at Chester, 


Business Growing.-Fleck Lro of Philadelphia, say 
that in the past three months more new accounts have 
been added to their books than ever before in a similar 
period 

Summer Displays.—The wholesale dealers on Market 
street, San Francisco, are now making extensive display 
of refrigerator boxes, water filters and ice cream freezers 

Wilmington, Delaware.—Journeymen are gradually go 
ing back to work under individual arrangements with the 
master plumbers 

Plumber Remodels.—I. W. Crozier, 30 West Canton 
street, Boston, Mass., is remodeling his shop 











An Ornament 
to Any Bathroom 


closet tank to 


If 


harmonize 


looking 


“ ith the 


you are for a 
most luxurious sur 
roundings, you will find it in the Hayes. 
The 

highly 


teed permanent 


rooked 


finish is beautiful—rich white, 


polished py roxylin and guaran- 


No ripples, waves or 


dents no backs or wobbly 


tops 





Best of all, the quality is not all on the 
surface Being made of Ruppelite, a 
substance of mineral extraction, the 
Hayes tank is stronger than vitreous 

ure, and the spec ial lining prevents 
sweating Extremes of temperature do 
not affect it in the slightest degree. 
The trimmings are ill you would nat 
urally expect to find in a high-grade 
tank 


Your jobber carries the Hayes Tank. 


isk also about the No-Joint Seat. 


MANUFACTURING CO. 
Ottawa and Louis Sts. 
GRAND RAPIDS, MICHIGAN 





HAYES-RUPPEL 
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STEEL AND IRON 


New York, May 28. 
been a slight slackenir 
rt they both 


not 


has 


manutacturers 


twithstanding that there 


teel asse 
the 
ancellation 
for the 


Qne of 


are in 

ordering of 
of The 
feeling of pessimis: 
the 


is nothing alarming 


strong position and is 


to indicate ¢ contracts 


there is justification 


no 


prevalent in some leading steel ex 


last 


and he 


quarte! 


ecutive aid week that there 


in 
and furnaces would 
months. 


» figured that mills 
full 


firm 


ituation 
ata 

tate that 
effect as 


continue to operate speed for many 


Producers orders their books hav: 


little 
the 


on 
shown vet from the reported quieter situa 
Pitt 

days ahead 
the of 
as an example, 
relatively small 


tion in industry One of the leading interests in 


that 


last 


burgh reports it 
the 


Young 


is obligated about ninety 


During thirty days specifications on books 
Tube 
tons. This 
fact that the has 
of 1,500,000 of finished 
In a similar thirty-day period the Sharon Steel 
at Pa., shipped 21,000 


‘ived specifications for 20,000 tons to replace the busi- 


the town Sheet & 
10,000 
the 


productive capacity 


Company, 


have declined but is a 


amount, considering company an 


annual tons 
products 
Hoop Company Sharon, tons, and 
rec 


ness worked off. These examples show the general condition, 


and the trade feels that business will eventually be on 
a broad and generous basis Inquiries for finished steel 
have been sufficient during the last week to cause 4 
tronger tone to the trading without increasing sales. 
Tubular Goods 
The pipe market continues active and generally buying 
is ahead the rate of production. This is holding small 


pipe on a premium basis for current needs and seems likely 


to continue this situation. 


Sheets—Tinplate—Merchant Bars 


Sheets and tinplate show a more conservative position 
Third quarter sheets are being taken freely but inde 
pendents quote 5 cents for galvanized, which is the official 
quotation of the leading interests Blue annealed sheets 
for the same period continue at 3 cents. This seems to 
hold the market in a more settled position than it has 
been for many months 

Tinplate prices are settling mainly to the $5.50 base 
box, but some independents are still asking $6 for third 
quarter Hesitancy developed last week on the part of 
buyers of merchant bars for the third quarter and the 
ire not elosing for tonnage at the offerings of 2.40 cent 
However, bar makers are well filled with tonnage, and ar 
not disposed to consider any changes in view of the present 








costs of raw material 
Pig Iron 

There was some pig iron business transacted with New 
Kkngland melters last week and two New Jersey concer! 
are in the market for moderate tonnages. But while the 
was virtually no change in the tonnage of pig iron pu 
chased, the orders ranging from carloads up to 500 ton 
at the same time there was an increase in inquiry. Whi! 
some of this inquiry was for material needed promptly 
the third quarter was not overlooked, and it is the opinio: 
of many that in the course of ten days, a general buyin 























Tune 2, 1923 DOMESTIC 
movement will be under way for third quarter iron; 
furthermore, that it will not stop for that period, but 
fourth quarter tonnage will also be contracted In a few 
districts prices were 50 cents to $1 per ton off, but thi 
weakness undoubtedly will be shortlived when the buying 
starts, as most furnaces are adhering to price schedule 
due to their well-filled order books and their desire to 
await the development of third quarter buying Some 
what heavy buying of third quarter furnace coke in the 
Connellsville region during the past week has stiffened 
contract prices a little and the price went as high as $6.25 
for round tonnages. 

Quotations are f.o.b. furnace per gross ton 
Foundry, No. 2 plain 

Eastern Pa. .$31.00 @$32.00 

BEMMIO 66.6. 29.00 @ 29.50 

Birmingham 27.00 

CRICEBO 6.4% 32.00 

Valleys ..... 29.50 @ 30.50 
Basic 

ME 2h-Jics acy win hd urea ciate me 27.50 @ 28.00 


Copper 
Copper ended the week about 4 


Producers were openly naming 


cent per pound under 
the previous week’s close. 
153%, cents delivered and buyers were confident they could 
obtain the metal at 15% 
time were not anxious to try. 
cents, which is equivalent to being 


cents delivered, but at the same 
Some of the producers are 
not naming below 151% 
out of the market. 

It is probable that May exports will not exceed 50,000,- 
000 pounds. At the same time because of the decrease of 
American consumption it would not be surprising if May 
statistics would show an increase of surplus in contrast 
to the steady decrease for several years. 


Lake copper sells at 15% to 155 cents delivered. 
Casting copper would be difficult to sell at over 14% 
cents, refinery. 

Tin 

Tin made a net decline of 144 to % cents per pound last 

week at New York. It was a quiet week, the chief 


trading having been between traders. For several weeks 
has fluctuated between 42 and 43 cents, with 
have bought sparingly on 


of the market not 


the market 
definite trend. Consumers 
dips, but the 
inspired confidence in the future. 
Tin far this month, 
ports, Pacific 235 


no 
general quietness has 
Atlantie 


is 


been 
Tin 


arrivals, so have 


tons; ports, 235 tons afloat 


5,255 
3,840 tons. 
Lead 
the 
Louis, 


easiness at 
St. 
the 
St. 


” oF 
35 


fae 


The slight 


week's 


in lead 
The 


earlier, 


developed 
of Ve 
hold 


7.10 


market 


price ¥ cents East 


did 


ae 
4.05 


close. 


prevailing not and instead market 


to cents, East Louis, 
from 
other metals. 
unjustified as far as 


more 


was 
with 
Lead 
have 


more nearly 
New York 
has experienced 
rallies which 
orders 
When that sentiment was not sustained, prices 
in than 


ranging 7.25 to cents 


the 
have 


prices 
same There 


been 


as 
been 
of 
sentiment. 


volume was concerned, being based on 


Lead, however, is a stronger position 


other metals, 


sagged. 

the 
Zine 

been dras- 


cents 


declining 
fallen from 


have more 


Slab 


Prices for slab zine 
tically than ore prices. 6.75 
to 6.40 cents per pound, East St. Louis, last week. Buying 
Meanwhile produc- 


the 


has 


was very conspicuous for its absence. 


tion seems to be increasing throughout world. 


Other Metals 
Quotations on other metals in New York are as follows: 


Aluminum in 50-ton lots, 99% and purer.......... 
Te Ee EO Oe On a ON en ne ie 27.00 cents per lb. 
Antimony, Chinese brands.......... 7.15 cents per lb. 
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Beautiful 
and Durable 
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The smooth, grainless pure white finish of 
the Chino Tank is but one of its many ad- 
that accounts 


vantages over vitreous ware 

for its ever increasing popularity with the 
trade. 

Then, too, the Chino Tank is lighter in 


weight and therefore easier to handle and 
install than vitreous or enameled iron tanks, 
yet it is less likely to break or freeze than 
either. 


Chino Tanks are distributed to the trade 
only through reliable jobbing houses, who 
will be glad to supply you. 


The Chino Tank Mfg. Co. 


NORWOOD 


CINCINNATI OHIO 


You Can Connect a Tank Heater 
to a Range Boiler in 30 Minutes 
witha 
TORIT Quick Action Tank COUPLING 

















Saves 75% of Labor 
Ordinarily Required 








Send For Prices 


ST. PAUL WELDING & MFG. CO. 


172 W. Third Street ST. PAUL, MINN. 
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ANewAmerican 


Fixture 


Fig.463—For Built-In Tub—Con- 


cealed Pattern 


Fig. 464—For Built-In 


Exposed Pattern 


Sanitary Pattern Tee 
I. P. Connection 


1 0. D. Tail Piece 


Ask Your Jobber = 











American Sanitary Mfg.Co. — 


Manufacturers of Fine N. P. Brass Specialties 


ABINGDON, ILL. 


Tuk— 























The best features of all hot | 


water heaters combined in 


THE 


OHIO 


Cast iron jacket fits 
snugly around coils, 
forcing flames directly 
through them. Dou- 
ble coils of best grade, 
seamless copper tub- 
ing. Powerful burner 
of whirling type, with 
side or bottom connec- 
tion. Drip cup, new 
and improved design, 
hangs from burner. 
Finished in gray in- 
destructible enamel or 
black japan. Guaran- 
teed to be mechanically 
perfect and to give 
satisfactory service. 


Sells at a price that nets you a sub- 
stantial profit and the three sizes will 
meet every requirement of your trade. 


Your jobber will quote you 


The Ohio Heater Co. 


Columbus, 


Ohio 
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New York Old Metal Market 
rhe following prices are current for old metals 





Buying Selling 

Coy ! ible 121, to12% cents 13%4 cent 
Copper, li 10% to 11 cents 11% cent 
Bra heavy 614 to H1% cents q7 cent 
1, heavy b to Hi, cents 6 % cent 

lea lead . $14, to 414 cents F cent 
wae and faucet 8%, to 9 cents 91g cent 
older joint 7% to 8% cents 9 sant 
Zinc, new scrap 5 to 5% cents 6 cent 
Block tin pipe 7 to 583% cents 39 cent 
Old cast aluminum 15 to 16 cents 17 cent 


Chicago Old Metal Market 
The following are the current prices for old metals: 


Buying Selling 
Crucible copper 1214, to12% cents 1314 cents 
fieavy copper and wire.12% to 12% cents 13 cent 
Light copper 10 to 10% cents 11 cents 
Red brass 101% to 10% cents 111% cent 
Heavy vellow bra 6% to 7 cents Tl cent 
Heavy lead 5% to 6 cents 6% cents 
Tea lead $3, to 5 cents 5 cents 
Light bra 7 3% to 6 cents 6, cents 


IN THE CHICAGO SUPPLY MARKET 


Chicago, May 29 There are indications from variou 

uurces that the market is somewhat steadier than it was a 
week ago Buving, selling, contracting and installing o 
equipment continues with satisfaction to most participant 


despite the passing threat of buyers’ strikes and the policy 
of watchful waiting on the part of those who proposed to 
build residences and smaller structures. It is not expected 
that the recession in buying will affect the market seri- 
ously, but its effect has been noticeable to some extent in 
the Chicago district. The last seven days, however, seem 
to have brought a still more cheerful feeling, for reports 
of a slowing up in some commodities have been changed 
this week to the report, “Business is better than last 
week.” 

Whatever large building projects have been aban- 
doned, are apparently but a small proportion of the whole 
amount under way and being considered, judging from 
the activity in building trades Although the abandon- 
ment of large projects was due, in some instances to the 
refusal of financial institutions to give loans, the con- 
sensus of opinion is that the curtailing of loans does not 
mean that building will come to a standstill by any means 
It is likely to have the same effect on the market that a 
short wholesome vacation would have on a man who had 
attended too many banquets. 

A gentleman in Chicago, well known among plumbing 
dealers and heating contractors, said, a few days ago: ‘‘W* 
eased ourselves down after the war, then we eased our 
selves up and now we are going to ease ourselves down 
again and we should be thankful that we are permitted to 
do so with so liftle disturbance.” 

Soil Pipe 

The demand has been a little slow during the last few 
days, due partly to the season and due partly to the gen 
eral influence of the market, although it is likely that th: 
latter does not affect the demand greatly. Some of the 
smaller foundries seem to be feeling the effects more than 
the larger ones. The stocks of most jobbers are prett) 
well filled up and they have been waiting watchfully for 
something to happen in soil pipe. Their patience was re 
warded at the beginning of the week by the announcemen! 
that the soil pipe market is now established on the thirt 
base, whereas only one or two manufacturers have quoted 
this price until the last few days Large deliveries a 
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eing made and the vards of some foundries are almost 
leared of stock 
Stecl Pipe 

One indication in the Chicago district that steel pipe 

not quite up to the excessive demand that has been fol 

wing it for months, is the fact that contractors are not 
ow grabbing steel pipe wherever they can find it, as they 
lid only a short time ago In fact, there seems to be an 
tir of caution in their buying Their caution is simply a 
eflection of the caution of ultimate consumers who think 
they will wait and see 

Wrought Iron Pipe 

If all other commodities in the market had followed the 
trend of wrought iron pipe, there would not have been the 
feeling of uncertainty that has been experienced The 
last advance was January 26 Prices and demand have 
heen steady since that time and until within the last two 
or three weeks, when orders commenced to come in a 
little slower than usual 

Enameled Ware 

It is doubtful whether any policy of watchful waiting 
‘ould have any appreciable effect upon the demand for 
enameled ware. The shortage has been so acute and of 
uch long standing that it would be very unusual indeed 
if the demand would recede to any great extent for some 
months to come 

Pottery 

The searcity of pottery is causing just as much concern 
is ever Importations of foreign ware has no apparent 
‘ffeet upon the demand 

Range Boilers 

Jobbers report a slightly increased demand during the 
last week and they look for a continuance of good busines 
in range boilers. Rumors of price changes have so fat 
given no tangible evidence that they are on the way 

Plumbers’ Brass Goods 

It is encouraging to note that, although plumbers’ bra 
goods showed the effect of a Slow market last week, this 
week it has not only come back to normal, but has a 
slight increase in the general demand Jobbers have 
stocks sufficient to take care of their trade satisfactorily 
in most instances. There is a shortage in a few minor 
lines, but this is not at all serious, as stocks can be 
replenished readily. 

Boilers and Radiators 

Boilers and radiators also have a healthier tone this 
week. While the decline in demand was not pronounced 
last week, it was sufficient to set jobbers and contractors 
wondering. Sales and demand for the previous week are, 
however, reassuring. 

IN THE NEW YORK SUPPLY MARKET 

New York City, May 28.—-A tendency to improvement 
in the supply market here has been noted, and some jobbers 
declare that there is a healthy reaction from last week. 

It is believed, however, that jobbers became overanxious 
When the market suddenly felt the effects of the building 
let-up last week. That condition lasted only a few days, 
ind then it began to be realized that the situation was 
not as bad as it was painted. Nevertheless, there is no 
question but that the market will feel the effects for some 
time. The encouraging feature of the outlook is a healthier 
condition of the market 

Soil Pipe 

Soil pipe now is showing the effects of general condi 
tions, and the demand is reported to have slumped to some 
extent in the last few days. The supply here seems plenti- 
tul now. One jobber here received an inquiry from Los 
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STEAM 


and 


ALTITUDE 
GAUGES 





No. 46 415” Altitude 


N \TIONAL Altitude Gatiges are all 
4 ot the Independent Type. ‘Gauge 
rings, held with set screws are easily re 
moved for setting red pointers. Gauge 
socket is fitted with square boss above 
thread to take wrench Cases are 
eround and butted, copper plated and 
handsomely finished in) black baked 
enamel. 


Standard Packages Contain 25 Gauges. 


Sample Orders Solicited. 


National Gauge & Equipment Co. 
La Crosse, Wisconsin 


Detroit Chicago New York 


San Francisco 
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No Danger 
from Seepage 


or Flood Water 


with a Penberthy Automatic 
Cellar Drainer on the job, all 
danger of damage from seep- 
age water is positively elim- 


inated. 


This is why thousands of 
Penberthy Automatic Drainers 
are now in use not only in 
residences, factories and office- 
building basements, but also in_ scale-pits, 
flywheel pits and building excavations—in fact, 
wherever there is any likelihood of water ac- 
cumulating. Capacity, 115 to 6,500 gallons 
per hour. All working parts above water. 


Write for Free Circular. 





Penberthy Injector Co. 


Established 1866 
1244 Holden Ave. Detroit, Mich. 
Canadian Plant, Windsor, Ont. 











OME folks have learned from experi- 
ence that it pays to use good radiator 
valves on a heating job. Inferior valves 
soon cause trouble for the user, which al- 
ways reacts unfavorably for the contractor 
who installed them, whether he ever hears 
about it directly or not. 


HAMMOND VALVES 


Every heating man who has used them 
knows that they are made right and will 
stand up in service, year after year, with- 
out attention, yet they cost no more 
than?other valves. Carried in stock by 
heating supply jobbers all over the country. 


Bit 


HAMMOND 
BRASS WORKS 


Hammond, Ind. 
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Steel Pipe 
The only change reported in steel pipe is an increased 


difficulty is obtaining supplies Prices are strong and 
nearly everyone reports that stocks are scarce. The slack- 
ening in demand has prevented this condition from having 
a more decided effect 
Wrought Iron Pipe 

Buying showed some signs of improvement during the 
last week in wrought iron pipe, and prices have held firm. 
The supply has been adequate and there is little prospect 
- 


a change, with chances favoring improvement. 
Enameled Ware 
A greater tendency to scarcity was noted in enameled 
ware during the last week, and those jobbers who have 
been making little complaint of inability to obtain stocks, 
began to admit frankly that the matter of deliveries is 
looming seriously. Apparently it will be some time before 
manufacturers will be able to catch up with sidetracked 
orders and a falling off in demand would be welcomed. No 
price change is anticipated. 
Pottery 
Heavy shipments of English bowls were reported during 
the last week, but the scarcity of pottery here is so pro- 
nounced that importations seem to have little if any effect 
upon the demand These English bowls are saving some 
worry. 
Range Boilers 
An increased demand for range boilers was reported 
this week, and the outlook for the future, judging from 
inquiries, continues hopeful. Otherwise there was little 
change in this end of the market. 
Plumbers’ Brass Goods 
There was a tendency to increased business in this end 
of the market which, if not pronounced, was encouraging 
Stocks continue ample, except for a tendency to shortage 
in a few lines, none of which are scarce enough to be of 
great concern to any jobber. 
Boilers and Radiators 
The trend toward recovery in the building situation has 
been reflected in this end of the market. There remains, 
apparently, a tendency to delay buying 
IN THE PHILADELPHIA SUPPLY MARKET 
Philadelphia, May 28 The market appears to have 
steadied greatly. But little change has been recorded 
during the last few weeks and conditions have improved. 
Price speculation has also lessened. During the last week 
almost no price changes have been noted, although it was 
believed welded boilers would advance somewhat in price. 
Soil Pipe 
The demand is fair, with stocks ample to supply the 
needs Price remains stationary. 
Steel Pipe 
There is still a scarcity in the more used sizes of steel 
pipe. The demand is strong with no price change. 
Wrought Tron Pipe 
Some jobbers look for a price increase in wrought iron 
pipe. Most houses report a growing demand, but as yet 
no real scarcity is apparent. 
Enameled Ware 
Enameled ware is still hard to get. Sinks and kichen 
ettes continue to be the most sought fixtures, although 
enameled pieces of almost every description are demanded 
in increasing numbers. There has been no price change. 
Pottery 
The importation of pottery has not relieved the situa- 
tion and conditions continue bad in this field. Jobbing 
houses are receiving small deliveries more or less regu 
larly, but the demand far exceeds the supply. Closet 
bowls are, as usual, the principal source of worry. 
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Plumbers’ Brass Goods 
The demand is normal. Prices remain the same as 
last week. Stocks on hand are usually complete. 
Range Boilers 
The demand is very strong. No price change has come 
through during the last week, but, it is expected, an in- 
crease in welded boilers may come through soon. 
Boilers and Radiation 
Deliveries are fairly good There has been a general 
easing up in demand and almost all boilers and radiation 
may be had quickly, excepting 26 inch radiators, and 
even these are becoming easier to get 
IN THE BOSTON SUPPLY MARKET 
Boston, May 28 The rumor of the threatened buyers’ 
strike is apparently without foundation so far as this 
market is concerned, as business continues active and 
buying both by the jobber and the trade is normal. Cur- 
rent opinion, however, is that conservatism should be the 
rule in purchasing, and for the time being, buying for 
the immediate future and not for a long carry, would be 
the best plan. A slight weakness in some supplies is 
looked for in the near future, but not a radical price 
change, as has been intimated in some quarters. We are 
now approaching the season of the year when the least 
amount of production is realized in the manufacture of 
iron goods and for this reason as well as on account of 
the fact that iron workers are now looking for wage in- 
creases, it would seem that if there should be any decrease 
in the price of this commodity, it will be very slight. The 
same condition applies to manufactured brass goods, as 
it is a well-known fact that during the summer months 
foundry production is at the lowest point of the year. 
Soil Pipe 
Supplies in hands of jobbers are ample for all demands. 
Sales continue to be normal and receipts steady and well 
assorted. 
Steel Pipe 
A slightly increased demand, due to active building con- 
ditions, is noted, but there is no improvement in receipts. 
Many of the butt sizes are still scarce, with mills far 
behind on orders. This condition will no doubt continue 
for some time, and although production is being pushed 
through as rapidly as possible without destroying effi- 
ciency, no stock has been accumulated by mills. 
Wrought Iron Pipe 
Stocks in jobbers’ hands are fairly well assorted in sizes 
and quantities. Receipts on the whole are satisfactory, 
with a good demand for all of the smaller sizes. 
Enameled Ware 
Demand continues active. Jobbers’ stocks are far below 
normal. Receipts show a slight improvement over pre- 
vious weeks, but there is not sufficient stock on hand to 
take care of requirements, nor do incoming shipments per- 
mit of any surplus for warehouse stocks. <A _ gradual 
increase in receipts, with a slight falling off in demand, 
is hoped for during the coming month. 
Pottery 
It is beginning to look as if the pottery situation would 
be a never ending source of trouble to manufacturers, 
jobbers and plumbers. There is little stock in the hands 
of jobbers, and plumbers are in difficulty when going into 
the market to buy. What little stock of closet bowls there 
is on hand brings fancy prices. 
Range Boilers 
The demand continues steady. Receipts are ample for 
all requirements. A rumor of further advances seems 
to be well founded. 
Plumbers’ Brass Goods 
Stocks on hand are practically normal with sales brisk. 





It’s Unlike Anything Else— 
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In a Class Entirely by Itself— 


and it must be right in every detail 
to remain in the fight for eight years 
and double its demand each succeeding 
year. 


A large percentage of the sales are re- 
peats——to our old customers. 


That is the Record of the tank that we 
wish you to merely try out—-to con- 
vince yourself. 


Allow us to send you some further 
facts on this trouble proof tank 
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MDLDESS VIL LY 


Coyne & Delany Co 
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A strong durable Laundry Tray 
krame collapsible for shipping 
and storing. Easily and quick- 





ly erected which saves time 

and money for the plumber. 
Furnished in a complete range of stand- 
ardized size Ask your jobber for the 
“Wesely” All-Steel Frame 


CHAS. WESELY COMPANY 
3116-28 S. Canal St. Chicago 








“Connect 
with Webco’’ 


Built in Bronze 
Seat, Wedge- 
shaped Face 
and back joints 
on same plane. 


CORRECTLY 


well 


designed, 
oughly tested ground joint union. 


made, _ thor- 

No gaskets 
to bother with. A union that’s easy made up— 
and stays absolutely ene. A union that may be, if 


necessary, di i A 


anda 
built fo per year of service 


ected an use ver ver unior 
j 


setter, l and 


Plain. galvanized 
Sizes and prices g 


nger wear less cost 


r plain flanged 


n Webco Folder 


The Warren Tool and Forge Co. 


319 Griswold St. Warren, Ohio 


ven 
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rm how no indication of weakne 
near future Although there are rumors of advance 
doubtful whether there will be any attempt at t} 
‘ idvance prices of plumber brass goods 
Boilers and Radiators 
\ t able fall off in demand for bo 
! id wr ha ‘ ufacturer and jobbers 
nit oO make ome headway on business that | 
nh ac mulatit \ marked improvement in receiy 
ticed dur he ast week, and altho 
ip norm ‘ diti in thi lin are m 
al f oOo! 
PACIFIC: COAST SUPPLY MARKET 
Francisco, May 2¢ Building activities, particular 
California, are still keeping up In Los Angeles alon: 
ip to and including May 15 776 permits were issued at 
an timated valuation of $9,264,208.00 In San Fran 
cisco and the Bay counties permits are on about a par 
with those of April, all of which siving an optimisti: 
tone to the market 
Soil Pipe 
There i till a good demand for this commodity, but 
plumbers, as a rule, are buying for jobs only, feeling that 
the present price is the peak 
Steel Pipe 
The demand is still active. The acute shortage of plum! 
ers’ sizes of butt weld pipe continues and some jobbers, in 
order to relieve this situation, are bringing pipe by rail 
from the mill at an additional cost of $14.50 per ton, 
instead of depending upon water shipments through the 
canal 


Enameled Ware 


rhe demand continues to be active, 


the 


and shipments |} 


last 


1 


been coming through better during week. 


Pottery 


The situation here is no better than elsewhere, and some 

english ware has been received in this market. 
Plumbers’ Brass Goods 

The demand is still active and most jobbers have a 

good stock and are able to take care of all requirements 
Range Boilers 

The demand is good and jobbers’ stocks are in fair 

hape. 


HOLYOKE MASTER PLUMBERS’ ASSOCIATION ENTER- 
TAINS SPRINGFIELD MASTER PLUMBERS 


Members of the Master Plumbers’ Association of Spring 
field, Mass were guests at a meeting and dinner of the 
Holyoke, (Ma ) Master Plumbers’ Association, held on 
Wednesday, May 23, at the Hotel Nonotuck in Holyoke 
Following the dinner addresses were delivered by William 
1. Hyland, of Springfield; Thomas J. Carmody, James J 
Dowd, district director for Holyoke and Springfield, Mat 
thew Doherty and others 

The Channel Plumbing Co. has opened an up-to-date 
stablishment at Long Beach, Calif. 

Wright-Brett, Inc., of Butte, Mont., has been incor 
porated for $50,000, to conduct a plumbing and heatins 


bu J. Brett, J. 


incorporators 


in Butte. James 


the 


siness 
Wright 
eompany 
The 
Swimming 


C. Wright and Emm: 


are and directors of the n 


City of Norton, Kans., will construct a new 50x12 
be from two to feet 
will replace the pond formerly 
werm water will be used instead of cold 


creek water. 


ft 
The 
and clear, 


pool to twelve deep 


concrete pool used 


, muddy 
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CINCINNATI MASTER PLUMBERS ENCOURAGE 
ORGANIZATION OF MASTER PLUMBERS 
IN HAMILTON 

As a result of a trip of four members of the Cincinnati 
Master Plumbers’ Association to Hamilton, Ohio, recently, 
master plumbers of that city are making plans to form an 
organization of their own. More than twenty plumbers 
of Hamilton were in attendance at the meeting and organ- 
ization talks were given by Simeon Kaufman, Edward 
Frank, J. J. Vogelpohl, and W. C. Tillet, president of the 
Cincinnati Master Plumbers’ Association. 
JOHN J. VOGELPOHL, OF CINCINNATI, HONORED 

AT CHICAGO LUNCHEON 





John J. Vogelpohl, of the John J. Vogelpohl Company, 
4156 Hamilton avenue, Cincinnati, O., was the guest of 
honor at a luncheon given Friday noon, May 25, at the 
Hotel Bismarck in Chicago. About twenty members of the 
Cincinnati Association of Master Plumbers attended the 
affair and laid plans for presenting Mr. Vogelpohl as a 
candidate for the office of vice-president of the National 
Association of Master Plumbers at the coming convention 
in Atlantic City, N. J. 

ATLANTA MASTER PLUMBERS’ ASSOCIATION MAY 
ADOPT MOTTO 


A statement made by W. W. Merriman, president of the 
Georgia and Alabama Business College, may be adopted 
as a motto by the Master Plumbers’ Association of Atlanta, 
Ga. Speaking at a luncheon of the association on May 
17, President Merriman said: “There are three things 
necessary to make a success of any business. First, know 
yourself; second, know your business, and third, have faith 
in both of them.” ‘‘Cost Keeping and Profits’’ was the 
topic of the address. 
WILMINGTON MASTER PLUMBERS’ ASSOCIATION 

ENJOYS BANQUET AT IDLE HOUR CLUB 





Members of the Master Plumbers’ Association of Wil- 
mington, Del., and their guests participated in a banquet 
at the Idle Hour Club, located on the Delaware River, 
about ten miles north of Wilmington, on May 17. Sixteen 
master plumbers of Baltimore, Md., were in attendance 
and the banquet enjoyed was claimed to be unsurpassed by 
iny given on previous occasions. About one hundred 
members of the Association attended. 


COUNTY AGENT AND MOVIES HELP THE PLUMBER 

Most people are willing to listen to your sales story 
if you say it quickly, say it entertainingly and say it so 
they can understand it. The Henderson Plumbing Co. 
of Henderson, Ky., did that and made sales. Incidentally 
they made a lot of them, but the object of this story is 
not to tell how much, but how. 

They did it with a sort of combination of motion pic- 
tures and county fair on a small scale. Co-operating with 
the county agricultural agent, they gathered together sev- 
eral instructive motion picture reels that were not only 
entertaining but instructive to the farm population. The 
pictures can be shown anywhere, because the light for 
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The New Rockwell 


DeLuxe Fixture 


Patents Issued and Pending 















Waste valve accessible through 
mitred base board as illustrated. 
Supply valves accessible from front 
wall. Standard roughing in. 


The Only 
Sanitary Bath Fixture 


- every other standard type concealed 
fixture the bath water rises in overflow 
tube to same height as in tub. Wheg bath 
water is drained it déposits a filthy scum on 
the tube as it slowly recedes. This scum 
builds up layer on layer until tube is at last 
so clogged that the fixture must be taken 
apart for cleaning. This process is repeated 
over and over. It is obvious that this scum 
is a continual source of contamination to all 
fresh water in the tub. 


The design of the new Rockwell De Luxe 
Fixture effectually overcomes this unsanitary 
condition. Waste valve prevents the water 
from reaching overflow tube while tube is 
being filled, yet unrestricted passage is pro- 
vided for any overflow from tub. 


Ask Your Jobber. 
Write Us for Circular. 


BENEKE & KROPF MEG. Co. 


2lst and Rockwell Streets 


Chicago i Illinois 
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Aqua Self-Closing Bibb 


In addition to basin 














cocks,the complete Aqua 





self-closing line includes 
bibbs and stops. Used 
wherever self-closing 
work isindemand. Have 
stood the test of years of 
Backed by a 
house that has been a 
leader since 1883. 


XHE “Faultless” trade- 

mark coversacomplete 
line of HIGH-GRADE 
plumbers’ brass goods. 
Among the leading special- 
ties are: 
RYCO Ball-Bearing Self-Clo 
img Basin Cocks, Bibbs, St f 
Et 









service. 












AQUA Self - Closin Lever 
Handle Basin Cocks, Bibbs, WJ. J. Ryan & Co. 






Monroe and 
Jefferson Streets 


CHICAGO 


RYCO Ball-Bearing Seif-Clos 
ing Drinking Fountain and 
Ice Water Faucei 


| QUIC-FLO Water - Temper- 
ing Faucets for Kitchen Sinks, 
Quick - Compression Double 
Basin Cocks, Quick-Compres- 
sion Double Basin and Sham- 
poo Cocks, Etc 








Get 
in the 
Ryan Circle 
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e machine and for the halls where the entertainment 


were given was furnished by a farm lighting outfit, and 
in this the farmers were much interested. They als: 
showed a pumping or running-water-on-the-farm outfit 


which also attracted a great deal of attention. 
This 


tue ky 


was presented in various towns in Ken 
for it 


program 
the 


through 


said: “This program will 
courtesy of the 

Henderson County Farm Bureau 
Here is a good 


yours for the taking and if you use it, pleass« 


advertising 
the 


and 


be put on and co-operation 


Hunderson Plumbing Co 


Kentucky College of Agriculture. 


and the 
idea It is 


let us know how it works 
THE INTERNATIONAL BORDER DISTRICT IS TO BE 
KEPT FREE FROM CONTAGIOUS DISEASES 


Lower California will have a modern health and sanita 
Jatiz in charge, it was 
nounced, following the arrival of Batiz from Mexico City 
Ile has been appointed to take charge of all the sanitation 


tion service with Bernardi an- 


work in the northern district of the territory and will 
supervise health measures at Tijuana, Ensenada and 
Mexicali. tatiz said his instructions were to co-operate 


with American health officials in keeping the international 
border district free from contagious diseases by means of 
drainage and other sanitation methods. The service office 
will be located in Mexicali. 


Fresh Air and B. T. U.’s 


(Continued from Page 438) 


to a committee this July regarding the 
mechanically ventilated buildings, and the happiness that 
will come from opening windows and letting in fresh air 
‘Fresh air’ is the big selling point for the system which 
seems to have the support of the New York Commission. 

However, know that it is not fresh air, but the 
distribution of air that concerns us most in school heating 
and ventilation. The propaganda is based upon a play on 
It is salesmanship, of a poor kind, to be sure, but 
I think this group of men should be represented 


” 


viciousness of 


you 


words. 
it sells. 
in some way or other at the San Francisco meeting. 

At the conclusion of the last session, a resolution was 
passed, thanking the members of the Illinois chapter, and 
expressing appreciation for the fine manner in which the 
arrangements for the convention were prepared and car 
ried and for the various social functions that 
provided for the wives and guests, as well as for the out-of 


out, were 


the-city members in attendance. 
Entertainments 

The Illinois Chapter of the American Society of Heating 
to it that members 
guests were provided with plenty of entertainment. 
lady heard remark, her husband 
listening, ‘I’m glad the American Society has 
But why—O, why—can’t each meeting 


and 
AS 


was 


and Ventilating Engineers saw 


one was to when 


not two 
meetings a year. 
last six months?’ 

On the first day the ladies were given a luncheon at 
the Drake, followed by an auto sight-seeing trip, and a 
theatre party in the evening. 

The day more sight-seeing, 
through the big stores and to other points of interest. 

The event was a dinner 
dance at the South Shore Country Club on the evening of 
the day. After an auto trip through Chicago’ 
South Side, members and friends sat down to a wonderfu! 
dinner wonderfully served at the famous South Shore 
Country Club. Benson’s Orchestra furnished the musi« 
and there was singing and dancing by everybody. 


last was spent in trips 


crowning entertainment and 


second 
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BATH A DAY }t MOVEMENT 








Two years ago this month of June R. T. Morrill, Beloit, W1s- 

consin, put on a Bath a Day campaign all by himself. During 

the closing sales week of the campaign he sold one complete bath- 

room for each day, including Sunday—seven bathrooms in all. 

Since that time Morrill has kept a Bath a Day before his people. 
Does Bath a Day pay? Ask Morrill of Beloit. 


ECAUSE of the constantly growing interest in the 
BR Bath a Day movement a new idea will be started 


next week. This new idea has grown out of a 
popular demand. And this demand is summed up by 
J. Neuerburg, secretary of the Los Angeles Merchant 


Plumbers Association, in these words: ‘‘How about adver- 
tising ‘The Story of the Bath’ and all the Bath a Day 
material, with prices, in ‘Domestic Engineering’ contin- 
uously?” 

Well, we are answering the demand by doing just what 
Mr. Neuerburg suggests. Beginning in next week’s issue 
we shall print a list of Bath a Day materials, with prices 
and everything, and shall keep that list in every number 
of the plumbing and heating weekly. 

We shall go even further. In this Bath a Day news 
department we shall print the number of the page on 
which the list will be found. 

All this is being done because the Bath a Day movement 
has spread until it has not only national but 
international. While announcement of the various mate- 
rials for pushing a Bath a Day has been frequently made, 
new men and new organizations are constantly joining 
the movement. They want to know, or they have for- 
gotten, or they want to be sure of this or that. To keep 
a list in ‘‘Domestic Engineering” all the time will provide 
an ever-ready source of information. 

Look for the advertised list. Also 
the page on which the list is advertised. 
and every week. 


become 


look here to 
Look next week 


see 


Yes, It’s International 

A letter just received from the British Commercial Gas 
Association, London, England, in speaking of ‘‘The Story 
of the Bath” and other Bath a Day advertising material, 
says: ‘‘We are very interested in the campaign, and the 
whole matter is receiving our further careful attention.’ 

This association represents all the gas interests of Great 
Britain. A Bath a Day is becoming fairly well known in 
England and Ireland. 


In the City of the Angels 

Again referring to Mr. Neuerburg and the Los Angeles 
Merchant Plumbers Association, that association has placed 
in the schools of that city ‘‘The Story of the Bath,’’ where 
it is being used as supplementary reading. 

In writing about the story, Mr. Neuerburg says: ‘‘It has 
met with the approval of our school superintendent and 
his principals, and we hope it will prove a benefit to the 
health and happiness of our children.” 


“The Story of the Bath” by Radio 

The broadcasting of ‘“‘The Story of the Bath’ by Bam- 
berger’s station, WOR, Newark, N. J., which was to have 
occurred on May 29, has been postponed to the evening of 
June 5, from 7 to 7:30. WOR is a powerful station, and 
if you have a radio, and it is working, you may be able to 
tune in on the story. 

June Is Bath a Day Month 


All the time is Bath a Day time. But June is a special 
campaign month. It is good to drive all the time, but it 
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Webster Air Washers 


for Public Buildings 


Air Conditioning Apparatus 


for Maintaining Artificial Atmospheric 





Conditions in Industrial Plants 
































VIEW OF SPRAY CHAMBER 


ng Operation of Nozzle n Atmospher Fquipm 





SPECIALISTS IN 
HUMIDIFYING—REFRIGERATION 
DRYING—COOLING—AIR WASHING 
AUTOMATIC HUMIDITY CONTROL 








“The Successful Systems 


are Webster Systems”’ 


ATMOosraeri¢ 


Conpit10ONING CorPoRATION 


840 Monadnock Blk. 
Chicago 


437 Chestnut Street 
Philadelphia 
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is especially good to drive extra hard when everybody else 
is driving. 

Just now the plumbing industry, as well as soap com- 
panies, brush companies, water companies, gas companies 
and others—all are driving as hard as they can drive. 

Think of this while you are thinking of driving. The 
Universal Brush Co. has sent a special bulletin to all of 
its salesmen and another bulletin to druggists urging 
them to push a Bath a Day. Yet all this company sells 
is brushes If a Bath a Day is a business-getter for 
brushes, what must it be for plumbing—tubs, showers, 
water heaters——the things a person has got to have before 
he can take a bath a day? 








DURIRON COMPANY ENTERTAINS BROOKLYN 
MASTER PLUMBERS’ ASSOCIATION WITH 


Perfect a6 in Name ILLUSTRATED LECTURE 


and in Performance Members of the Brooklyn Master Plumbers’ Association 
were entertained on Wednesday evening, May 16, with an 


Our No. 1144 Low Down Tank, illustrated . 
illustrated lecture by Walter Drew, of the Duriron Com- 


above is made from plain white oak, with 
heavy flat top gloss finish, lined with 8 oz. pany’s New York offices. A film showing the process of 
soft rolled copper. Fitted with 2) inch manufacture of “‘Duriron’’ and its uses was exhibited. The 
rubber float valve, compound lever sub- 
merged ball cock, 4 x 5 no-sol float, 14 ga. 
N. P. supply and elbow. Regularly fitted 
with push button, but can be fitted with Matthew J. Kennedy, president of the New York State 
double acting or single acting, top lever, Master Plumbers’ Association, and John Dixon, secretary 
or with china handle underlift lever, at 
extra cost. 


regular business session of the Association was dispensed 
with, due to the length of the lecture program. 


of the same organization, were also in attendance at the 

meeting. 

Ask your jobber and write for 

our catalog of tanks and seats . 

KANSAS CITY CHAPTER OF THE AMERICAN SOCIETY 
OF HEATING AND VENTILATING ENGINEERS 

Perfect Tank c& Seat Co.=4 ELECTS OFFICERS 


"SY RACUSE - - NEW YORK 














The Kansas City (Mo.) Chapter of the American Soci- 
ety of Heating and Ventilating Engineers held its annua! 
meeting at the Kansas City Club, Thursday evening, May 
17 President R. M. Stackhouse presided at the session 
which followed a dinner served at 6:30 o'clock. 

Walter E. Gillham, of the W. E. Gillham Engineering 
Co., was elected president of the Chapter. W. A. Russell, 
of the U. S. Radiator Corporation, was elected vice-presi- 














WATER HEATERS 


answer the demand for 
efficiency, economy and 
durability. 

They are light, strong and 
heat quickly. Made of 
steel throughout. 


Vertical motion of water 
affords active, constant cir- 
culation. 


Coal magazine is a great 
fuel saver. Keeps even fire 
from ten to twelve hours 
without attention. 


dent, and Carl Clegg, secretary. R. B. Johnson was named 
treasurer. Members elected for the board of governors 
included Linn V. Millis, R. L. Dunlap and W. N. McIntyre. 

G. B. Nichols, consulting engineer from New York City, 
delivered an interesting illustrated lecture on ‘‘Community 
Heating as Illustrated by Central Heating Plants at Cornell 
University and Marcy State Hospital, Ithaca, N. Y.’”’ Mr. 
Nichols discussed the design and installation of steam and 
hot water systems and their operation. 

Twenty-five members were in attendance and two appli- 
cants were admitted into membership in the chapter. 
MASTER PLUMBERS’ ASSOCIATION OF GEORGIA 

PROMOTING TRADE SCHOOL PROJECT 

A movement to establish a general trade school for all 
trades has been started in Atlanta, Ga., by members of the 
Georgia Association of Master Plumbers. National Direc- 
tor S. W. Tompkins suggested in a talk at the state conven- 
tion that the master plumbers should establish trade 
schools. The Atlanta Builders’ Exchange has been inter- 
ested in the project and its rapid growth seems assured. 
D. A. Farrell, of the Farrell Heating and Plumbing Co., of 
Atlanta, is chairman of the association committee investi- 


It will pay you to investi- 
gate. Write for catalog 
describing the Wilks, Line 
7 
Water Heaters,{Garbage 
Burners, Garage Heaters 
and Steel Tanks for 
every purpose 





Made in all wanted sizes 


S. WILKS MFG. CO. gating the plan. — ; 


3517 Shields Avenue, Chicago, III. The Consumers Ice and Coal Co., of Blytheville, Ark., 


EDWIN W. SEDGWICK HARRY M. SEDGWICK will build a swimming pool near its plant. The pool will 
President Sec. and Treas. 





be 50x80 ft. 
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PE LINES 


CONNECTED BY OLE ANDER 





Eyes are the windows of the soul. Windows are the eyes 
of your shop. Keep ‘em clean. 


LAST CALL FOR LIMERICKS! 
A long story, but here ts the gist: 





Boston girl swore she’d never been kist. 
Roy, she looked it all right, 
Her mug was a fright, 
And her limbs were as thick as my wrist 
S. O., Boston 
Boss (to applicant for a job): “Are you a Mason?” 
Applicant: “No, I’m a plumber.” DEB, Grinnell, Ia 
HE WAS SO IGNORANT 
—he thought a man who played in a band was a bandit. 
Cc. E. G., Springfield, Mo 
MODERN MOTHER GOOSE 
“See a tub and run away, and you'll live to smell like new- 
mown hay.” K. K., Kokomo, Ind. 
THE STORY OF BOMBO 
Chapter XIV 
With the child, Bombo, safely wrapped and tucked under 
his arm, Gustav strode out of the hut, followed by his com- 
panion. They hurried across the snow, thru a grove of pine 
trees and were lost from sight over a narrow ridge of bud- 
ding poplars. A moment of silence and then a sudden roar 
like that of a machine gun or a flivver. Soon there rose over 
the tree tops an airplane and in it were seated the two men. 
Bombo was out of sight. The plane rose and its engine rent 
the air with staccato notes. Higher and higher, further and 
further, smaller and smaller until it became a speck in the 
heavens. Gone! 3ombo and the kidnapers had flew the coop! 
(To be Continued.) 
SELFISH BRUTE! 
“Oh, mother,” wailed the bride, “Jack doesn’t love me any 
more!” 
“What's he done?” 
“There was only one cigarette left in the house and he 
t-t-took it and s-s-smoked it himself.” 
A. L., Milwaukee, Wis. 


ANOTHER SIGNATURE READ 
D. J. Collins, President St. Louis Master Plumbers’ Associa- 


Judged from his writing, I would say that this man is very 
systematic in all of his work. He is popular with all who 
know him, can always be depended upon, and Its faithful in 
every discharge of duty. BOMBO., 


Don’t worry if you stumble. A worm is about the only 
thing that can’t fall down. Zeeman, m. ¥. 


T. E. K. rises to remark that he knows a plumber’s helper 
who works about as hard as a sundial does on a rainy day. 


Over our way we have a party so ignorant that he thought 
X" Liquid was “Old Robertson County Sour Mash.” 
W. N. F., Springfield, Tenn. 
The Humane Soclety has presented me with a fur-lined 
efrigerator, because, during all the excitement, there has 
not been in Pipe Lines a single crack about old King Tut. 
OLE ANDER. 














Right: Now 


is the time to install 


Stack Indirect Water 
Heaters 


Write to your customers, 
showing the advantages of 
attaching a Stack Indirect 
Water Heater to their house 
heater. Explain why you 
can make the _ installation 
cheaper now than later. Ex- 
plain that the waste heat 
from their furnace or boiler 
can be put to work produc- 
ing continuous Hot Water 
with no extra fuel expense. 





Safety Insurance 


Sell it to your trade. Let them 
know that there is danger for 
them in water expansion—that 
there is no power on earth to 
stop water from expanding when 
heated. Show them that a Stack 
Safety Relief Valve is the best 
insurance policy they can take 
out. The small cost is well 
worth while. 


One hot water faucet is elimi- 
natéd, as the Stack Safety Relief 
Valve serves the double purpose 
of hot water faucet and Safety 
Relief Valve. 


Price $6.00 14-in. iron size male . 
7.00 14-in. iron size female flanged 
8.50 14-in. iron size male adjustable flange 


Valves should be set 25 lbs. above maximum water 
pressure. State pressure when ordering. 1-in. iron 
size male, set to relieve at 125 lbs., will be furnished 
unless other pressures are specified. 


No separate drain connections. Relieves into the sink. 


Write for our catalog ‘‘HOT’’ 
with prices and discounts 


Stack Heater Company 
39 Sudbury St. Boston, Mass. 


Manufacturers of Tank Gas Water Heaters, Indirect Water 
Heaters, Instantaneous Steam Water Heaters, Non-By-Pass Tees, 
Safety Relief Valves, Thermostats, Plumbers’ Gauges. 
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The “Sanitary” 
Adjustable 
Sink Frame 





Can be installed in 
less than one minute 


The J. & S. Sanitary Adjustable 
Sink Frame can be installed in less 
time and with less effort than any 
other on the market. 


It 


is unnecessary to first nail a 


board to the wall—just screw the 
clips to the studding—and the job 


is 


done. 


The sink itself simply rests in the 
frame and no drilling of holes is 
necessary 


Made in six sizes for all standard 
length sinks—each size being adyjust- 
able for two widths. 


Ask Your Jcebberor Wrtels 


The Jordan& Steele Mfg. Co. 


Charlotte 


ichigan 
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he THRUSH Sysiem’ 


Constant pressure in a heating system intensifies the 
heat by providing quicker circulation and greater 
radiation. Provides an absolutely dependable over: 
flow. Write for catalog and full information. 
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PORTLAND ASSOCIATION PROMOTES ADDITION OF 
APPRENTICE TO EVERY PLUMBING SHOP IN CITY 
The Master Plumbers and Steamfitters’ Association of 

Portland, Me., at a recent meeting voted unanimously in 

favor of urging every plumbing shop in the city to have at 

least one apprentice in addition to its present staff, and 
that every possible effort be made to encourage young men 
to learn the trade Action followed a general discussion 
of the need for more men in the trade and the scarcity of 
Everett M. Cunningham, president of the asso- 
A dinner preceded the session. 


mechanics 
ciation, presided 


KNOXVILLE MASTER PLUMBERS’ ASSOCIATION 
OPENS MEMBERSHIP DRIVE AND BOOSTS 
ADVERTISING CAMPAIGN 

The Master Plumbers’ Association, of Knoxville, Tenn., 
has inaugurated a membership drive under the direction 
of a special committee, consisting of Charles R. White, 
H. L. Hamilton and Ward Collins Kight new members 
have been obtained and it is the plan of the association to 
push some co-operative advertising along the lines advo- 
cated by the National Trade Extension Bureau. Funds 
for the movement will be derived from taxation of gross 
sales or from permit and fixtures, as in Memphis, Tenn. 
The officers of the Knoxville Association are: President, 
E. E. Haws; vice-president, H. L. Hamilton, and secretary- 
treasurer, W. A. Engert 

The association plans to begin the co-operative adver- 


tising campaign in the near future. 


BLACKBOARD EpigRaM S 





PLUMBER writes “An epigram 
A a day is like a bath a day. Both 
are stimulating. Both help busi 
ness.”” Then he goes on to say that 
he takes a bath a day, talks it, lives it. 
And every morning he writes an epi 
gram on the blackboard in front of his 
shop This plumber has the Bath a 
Day slogan painted at the top of his 
blaokboard Fine idea 
Epigrams for the next seven days 
are as follows: 


It’s easier to roll off a pay roll than 
to roll off a log 
. . * 
Old maids might marry if other wo- 
men didn’t marry so often 


* . * 


a tac nnn 


Many coming men fail to arrive be- 
cause they get cold feet as soon as they 
Start. 

* 7 * 

Success doesn't turn some men’s heads 

because they have stiff necks 
o * . 

When a man pats you on the back 

put your hand on your pocketbook. 
+ 7 7 

Spoiled children usually come home 

to roost. 





. * * 


Beware of a tight man and a loose dog. 
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NEW BUSINESS VENTURES 

The Ranson-Wyche Heating Company has been or- 
ganized at Charlotte, N. C., to conduct a heating con- 
tracting business at 22 West Fifth street in that city 

Fred Poling, who conducts a plumbing business at 
Weston, W. Va., has become associated in business with 
G. Meyers and they will do business under the name of 
Meyers & Polling. They have opened an establishment on 
Bank street in Weston. 

The Sanitary Service Company, of Boston, Mass., has 
been incorporated with a capital of $50,000. The incor- 
porators are Harold M. Parry, George H. Carter and Sep- 
timus E. Craig, all of the Dorchester district, Boston 

The Midwest Plumbing & Heating Company has opened 
a new plumbing and heating business at 1104 Eighteenth 
street, Denver, Colo. 

C. C. Lindholm & Son have entered the plumbing 
business at Ogden, Ia. 

Edward A. Buchanan, 1206 West Vernon avenue, Los 
Angeles, Calif., has opened a plumbing business in Nor- 
walk, Calif., to be known as the Norwalk Plumbing Shop. 

Thomas W. White, 1423 West 20th street, Los Angeles. 
Calif., has opened a plumbing business at 263 Verdun 
place, Los Angeles, to be known as the White Plumbers. 

The Washington Plumbing Co. has been incorporated 
in Los Angeles, Calif., with a capital of $20,600. The 
incorporators are Walter Braum, Claude E. Gillespie and 
George A. Gillespie. 

H.S. Jones & Co. have engaged in the plumbing business 
at 442 South Flower street, Los Angeles, Calif. 


BUSINESS CHANGES 


J. A. Haley & Co. have moved their plumbing and 
heating business from 5 West 5th street, to 310 West 
Trade street, Charlotte, N. C. 

Walker-Tompkins Company, of Charlotte, N. C., has 
moved its plumbing business from 11 West 5th street to 
206 East 5th street. 

J. V. Andrews, 203 North College street, Charlotte, 
N. C., has moved his plumbing business to larger quarters 
at 207 North College street, in that city. 








Exterior of the New Kohler Co, Branch at Houston, Texas. 

Joseph Inman and his Staff are in Front of the Office and 

Showroom. From Left to Right They are: Paul C. Jackson, 

Serviceman; Mr. Inman, the Manager; Wendell Teegarden, 

Snies Representative; Mrs. Mildred DeHarte, Stenographer, 
and James Malone, Sales Representative 
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Announcing 








THE 


STERLCO 


Combination Vacuum 


AND 


Condensation Pump 





The most positive vacuum pump on 
the market. 


One pump, one motor. 


Operates as vacuum pump by day 
and condensation pump and receiver 
at night. 


Conservatively rated; highly effi- 
cient. 


Will deliver against boiler pressures 


up to 100 lbs. 


Sold complete with vacuum control, 
float control, vacuum gauge, gauge 
board and strainer. 


Write for 
Bulletin No. 34 


STERLING ENGINEERING CO. 


MILWAUKEE, WISCONSIN 
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One Refrigerator Drain 
that will not overflow 


Completely eliminates damage to floors and ceil- 
ing caused by the overflowing of ice water drain- 
age. The high perforated strainer will not cle 
and even should dust or dirt accumulate aroun 
the sides an opening at the top gives further 


protection. 
B AND REFRIGERATOR 
— DRIP PAN 


is supplied in Galvanized or White Porcelain 
Enamel. It can be set without the aid of tools. 
Easily kept clean and the large area permits 
moving of refrigerator without the water dripping 
on 20F . 


Ask your jobber or write us. 


Enterprise Manufacturing Co. 
815 Syms Street ’ W. HOBOKEN, N. J. 











PT HES ILS LULL S LOLI SLL e LLL ALLL 


Sherwoo 
No.66 
Ballcoc 


TUVAA UTA ATOCN ATENEO STEN 


Simplest ball cock 
made. One pin holds 
all parts together. 


Quiet and reliable 
in operation Closes 
positively under any 
pressure up to 150 Ibs. 





Wearing parts of 
bronze with steam 
metal seat. 


Insist that the closet tanks you 
install are SHERWOOD 
equipped. 


Ask your jobber 
SHERWOOD BRASS WORKS 


Jefferson & Mt. Elliott Aves., Detroit, Mich. : 
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J. J. Breen Company, 17 West 5th street, Charlotte, 
N. C., has moved its plumbing and heating business to 
a new location directly across the street from the old 
establishment. 

Elijah Johnson, of Unionville, Mo., has sold his inter- 
est in the Johnson & Smith plumbing business to his part- 
ner, M. H. Smith, who will continue the business at the old 
location in Unionville. 

The Fond du Lac Heating Company, of Fond du Lac, 
Wis., has moved from 131 North Main street to 117 North 
Main street, the building formerly occupied by the Holter- 
man Motor Company. 

The Lamont & McIver Plumbing & Heating Company, 
formerly known as Peter E. Lamont Co., has moved to 
1314 Tremont place, Denver, Colo., from 1148 California 
street, in that city. 

Groves & Rosenblath, of Shreveport, La., have moved 
their plumbing business from Garden street to larger quar- 
ters at 1637 Texas avenue. 

The Best & Yost Plumbing and Heating Co. has suc- 
ceeded to the business of the Simmons Plumbing & Heat- 
ing Co. in Lincoln, Nebr. 

David W. Cox, who recently purchased the plumbing 
business of F. S. Freemole in Tecumseh, Neb., has also 
purchased the business of Charles S. Campbell’in that 
city. 

George Cardinal and Earl Windle have recently opened a 
plumbing business in the O. H. Sebring building in 
Sebring, O. 

The Harstick Heating Company, of Memphis, Tenn., is 
erecting a one-story brick building at 236-238 Adams ave- 
nue, in that city, for its business. The building will cost 
about $12,000. 
CUMBERLAND MASTER PLUMBERS’ ASSOCIATION IS 

HOST TO MARYLAND STATE BOARD OF 
COMMISSIONERS 





The Master Plumbers’ Association of Cumberland, Md., 
was host recently to the Maryland State Board of Commis- 
sioners of Plumbers when the Board visited the city to 
conduct examinations. A dinner at the Washington Hotel 
was the affair in which the visit culminated. John B. Mac- 
Farlane, former president of the local Association presided 
as toastmaster. Charles V. Eidman, one of the directors 
of the National Association of Master Plumbers, spoke, 
urging the extension of the apprentice system and direct 
contracting with the government instead of through the 
general contractor. George W. Shaffer, state plumbing 
inspector, also addressed the meeting. A suggestion that 
John B. MacFarlane would make an excellent mayor for 
Cumberland was received with applause. Other speakers 
at the meeting were: Harvey H. Weiss, health officer; F. 
L. Eidman, Baltimore; Charles J. Cumiskey, commis- 
sioner; E. H. Rogers, president, State Board of Plumbers; 
M. S. Jones, former president of the Cumberland Associa- 
tion; Edward Wehrhahn, secretary of the State Board; 
F. L. Carl, Charles L. Fredericks, B. A. Stinner, Joseph 
L. Habig, Leo R. Stegerwald, J. E. Woodward, T. A. Cars- 
caden, Edward A. Schaidt, H. S. Hayward, J. Grant Mac- 
Farlane and C. F. Simpson, president of the local 
Association. 





At a cost of $40,000 the Essex Border Utilities Com- 
mission of Ford, Canada, will acquire property between 
Ottawa street and the Grand Trunk tracks as a site for 
the Ford filtration plant that will serve all the munici 
palities within the jurisdiction of the commission. It may 
be necessary to expropriate the land, because some owners 
are opposed to the plant being located there, it is said. 
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CONTRACTS AWARDED 


The Anderson Plumbing Co., of Montgomery Ala., has 
been awarded the plumbing and heating contracts on three 
city schools in that city. 

Clyde Brand, of Morgantown, W. Va., has received the 
plumbing and heating contracts on the new $150,000 Com- 
munity building. He also has the plumbing and heating 
contracts for the Hall building, the Cox building and 
several other large structures. 

The W. H. Price Company, of Knoxville, Tenn., has 
received contracts for the installation of pumps and the 
drilling of wells for the T. L. Lay Packing Company and 
Edward M. Tate in that city. The firm has also been 
awarded the plumbing and heating contracts on the $15,000 
residence of S. J. Herral and the $18,000 residence of E. 
McGraw, both of Knoxville. 

William J. Kelly, 675 Ferry street, Camden, N. J., has 
the plumbing contract on the new Camden Y. W. C. A. 
building. Mr. Kelly has also been awarded the plumbing 
contracts for two school buildings in Camden suburbs 
and a bank building at Gloucester, N. J. 

C. O. Biddle, of Johnson City, Tenn., has the plumbing 
and heating contracts on the H. C. Miller store and office 
building in that city. He also has the plumbing and 
heating contracts on a high school building at Newland, 
N. C., and a school building at St. Paul, Va 

Sugg & Britt, Asheville, N. C., have been awarded the 
plumbing and heating contracts on the fourteen-story Jack- 
son office building and on the St. Joseph’s Sanitarium in 
that city. 

W. J. Edelblut, of Fort Myers, Fla., has been awarded 
the plumbing contract on the new $150,000 Knights of 
Pythias building in that city. 

The F. and F. C. Booth Co., Middle and Gold streets, 
Bridgeport, Conn., has been awarded the $19,250 heating 
contract on the new $250,000 junior high school in that 
city. The $11,300 plumbing contract was awarded to the 
William P. Kirk Co., 749 Main street, Bridgeport. 

The W. P. Kirk Company, 749 Main street, Bridgeport, 
Conn., has the plumbing contract on the new $250,000 
addition to the valve plant of Jenkins Bros., Water street, 
Bridgeport. 

The J. Reilly & Sons Co., 325 State street, Bridgeport, 
Conn., has the $5,070 contract for the plumbing and heat- 
ing on the new convent building on Post Road, Fairfield, 
Conn., for St. Thomas’ R. C. Church. 


cml 





The Office and Showroom of the Kohler Co., at Houston, Texas 
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System 


OU 


ipe 








Simple to Install 


—Any steam fitter can put in this 


system. 


LOW IN COST 


Does the Work 


—We have the successful installations 
to prove it. 


Descriptive Matter 
sent on request 


Gorton & Lidgerwood Co. 


96 Liberty Street 


New York 


Fisher Building, Chicago, III. 
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Goods You Can 
Tie To 


It pays to be sure 
Dof the brass goods | 
you handle and | 
install. 


Trenton 
Products 


have proved their 
superiority by act- 
ual use. The kind 
you can install and forget about. 

The Trenton Wash Tray Plug is made 
in a variety of patterns. Finished brass 
or nickel plated. 

Order from your jobber. 


The Trenton Brass & Machine Co. 


Trenton, New Jersey 
y MONAT LPT UEEO TY) AC TH ET 























Blake Running 
Back Water Trap 








The special features of this trap are shown by the 
liustratior A positive back water valve: accessi 
r 1 n cleanout and flushing arrangement; a 

m r¢ ’ fixture idapted to use pla es 
where ewers r tide water ire liable to ause 
lama by acking into basements of warehouses 
and other il ngs having drains or other fixture 
gs un Al r H basins in 

iray i v i N 1 prevent 

P expl v gases coming out of 


cplosive 
sewer Also branch lines of drainage sys 


er pening \ 
tems in high altitude or mountainous locations. 


No. 1050 Size 4 inch Weight 110 Ibs. 
All jobbers will be glad to supply you. Complete 
catalog of our entire line of specialties will be sent 
youon request. 


BLAKE SPECIALTY CO. 


ROCK ISLAND, ILL. 

















rhe t.vman D. Mills Co., of Middletown, Conn., has 


been awarded the plumbing and heating contracts on a new 


ide school in Moodus, Conn. 


R. B. Wilson, Jr., of Newport, R. IL, has received the 
and plumbing contracts in connection with the new 


Trinity Church parish house in Newport. 


2 


The Frank Dupuis Co., 599 
R. 1, has been $27,550 heating and the 


»,600 plumbing contracts on a new $250,000 gymnasium 


at the high 


Main street, Pawtucket 


awarded the 


chool on Pon street in Providence. 
Reardon Brothers & Co., 41 Willow street, Lynn, Mass., 
lave received the $61,590 heating and plumbing contracts 
on the new Junior High School and the Centra! 
Junior High School buildings in that city. 

The William H. Mitchell & Son Co., of Boston, Mass., 
has been awarded the plumbing contract and M. J. Daly 
543-555 Bank street, Waterbury, Conn., thé 


kastern 


& Sons, In¢ 
heating contract on the new $750,000 Peabody Museum of 
Natural History at Yale University, New Haven, Conn. 

The Shaw Gas and Plumbing Co., 614 Louisiana street, 
Little Rock, Ark., has received the plumbing contracts 
on the new Democrat Printing Company building in that 
city 

William Owens, 118 North Pinckney street, Madison, 
Wis., has been awarded the plumbing, and the Paul E 
Mueller Co., 323 East Wilson street, 
contract on the new 


Madison, the heating 
Masonic Temple building in that 
city. 

Craft Rushworth, Ltd., Lake Charles, La., has the 
plumbing and heating contracts on the East Baton Rouge 


Parish School, at Baton Rouge, La. 


J. G. Mehl, Albert Lea, Minn., has the plumbing contract 
n the Naeve Hospital in that city. 

k. W. Manning, of Chehalis, Wash., has the $6,249 
plumbing and heating contracts on a Catholic church in 
that city. 

The Workman Plumbing Co., of Parsons, Kans., has 
received the $17,443.35 plumbing and heating contract in 
the new Roosevelt ward school at Manhattan, Kans. 

The M. M. Stevens Co., of Hutchinson, Kans., has been 
awarded the plumbing contract on the new high school 
building at Fellsburg, Kans 

C. O. Biddle, of Johnson City, Tenn., has received the 
$6,000 plumbing and heating contract for a new higt 
school building at Cranberry, N. C. 

Sugg & Britt, of Asheville, N. C., have been awarded the 
plumbing and heating contracts on the new Princess Anne 
hotel and apartment building in that city. 

The Hobbs Plumbing and Electric Co., of Meridian 
Miss., has received the $10,176.28 contract for the heatin: 
and plumbing of the East Mississippi Charity Hospital in 
that city. 


PLUMBING INSPECTOR AT HUNTINGTON, W. VA., 
SUCCEEDS IN OBTAINING NEEDED AUTOMOBILE 





City commissioners of Huntington, W. Va., voted ré 
cently to purchase an automobile for the use of the cit 
A. C. Reinwald. Increased buildin 
operations were making it impossible for the inspector t 
do his work without an automobile and he had been usin 
his own motor car and paying for the gasoline. Fer 
brought into the city plumbing department have accum! 
lated until it is possible to purchase and maintain a c 
without consuming a great amount of the revenue. Inspe: 
after numero 


plumbing inspector, 


tor Reinwald succeeded in his appeal 
previous efforts to obtain this vehicle, which will be 
great assistance in his work. 
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MANY NEW SWIMMING POOLS 

Pierre, S. D., has an all-year-round outdoor swimming 
pool. The pool is uncovered, for the water within it 
remains at a temperature of 96 degrees Fahrenheit 
throughout the year despite the below zero winds which 
sweep the Dakotas and the Northwest. The warm water 
comes from the depths on an exhausted natural gas well 
and never turns suddenly cold. The pool is a large one, 
being 225 ft. x 150 ft. 

The Park Springs Hotel of Bentonville, Ark., is having 
a modern swimming pool constructed 

W. C. Cordman, who is about to erect a hotel at Ocean 
drive and Fourth street, Miami, Fla., will have a bathing 
pavilion in connection with the establishment. 

The Newman Grove Community Club, Newman Grove, 
Neb., proposes the building of a club house and swimming 
pool. 

The Bosque Club of Waco, Tex., will include a swim- 
ming pool in the development of its grounds. 

C. M. Griner, of Seabreeze, Fla., and others, have pur- 
chased DeLeon Springs, north of Deland, Fla., and will 
make many improvements, including the construction of 
a swimming pool. 

The Southern Branch of the University of California at 
Los Angeles, Calif., rejected all bids on a swimming pool 
and shower building, and will revise plans and ask for 
new bids. 

The Barton Springs bathing pavilion at Austin, Tex., is 
scheduled to open for the use of the public by June 1. 
Work on the structure is being rushed to completion. 

Hillsboro, Ill., will build a swimming pool near the dam 
of the municipal lake this summer, according to present 
plans. 

A concrete natatorium and swimming pool is being 
constructed at the country resort of the Brenham (Tex.) 
Gun and Rod Club. Jath houses with all conveniences 
will be installed. 


The New Orleans (La.) Country Club voted for the con- 





This Is a Scene from the Exhibit of the Master Plumbers’ 

Associntion at Mansfield, Ohio, Held in That City, April 16 to 

20. The Picture Does Not Do It Justice, but Vhey Showed a 

Very Elaborate Bathroom, with Running Water in All kix- 

tures, Imcluding a Stall Shower. The Dressing Table and 

Lavatory Were of the Finest Vitreous China and Had Two- 
inch Crystal Glass Legs 





Capitol Products 
Always Satisfy 


CAPITOL 
Radiator Valves 


have been a standard for 
twenty-five years. Made 
in Packless and Stand- 
ard type, also Hot 
Water Valves and Union 
Ells. A better valve 
cannot be produced. 





No. 41 


We make a complete line of Steam 
Valves, Engine and Boiler Trimmings, 
Bath Cocks, Basin Cocks and Plumbers 
Brass Goods 


Our goods are made to give service. 


Combination Sink Bibb 





No. 421-A—Patent Applied for 


Our plumbing fixtures are made of a high 
grade steam metal composition, consisting of 
only the highest grade virgin metals, and have 
an extra heavy coating of hard nickel, on high 
grade metal, giving a superior finish, and will 
last a life time if properly taken ‘care of. 


All plumbing 
fixtures have du- 
plex seats that 
are indestruc- 
tible. 


Combination 
Laundry Tray 
Bibb, furnished 
with union, when 
desired, also 
bracket to wall. 


Wrile for 
Catalog No. 12 





No. 420 (Patent applied for) 


CAPITOL BRASS WORKS 
Detroit, Michigan 
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York 


a a +a 
Cc ts | 
Si 

That’s the 


* 
~~ 
2 
& 
# 
a 
e 
2 
a 
* Heater! 
a 

It isalways depend- 
able,and its installa- 
tion means satisfac- 


tion to the dealer 
and owner 


These heaters can 
be furnished with 
rocking and dump- 
ing grates if desired. 





FOR STEAM AND WATER WARMING 


ABENDROTH BROTHERS 


Established 1840 
PORT CHESTER NEW YORK 


Manufacturers also of Coal and Gas Ranges, Soil Pipe and 
ittings and Heaters for every requirement. 





Cellar 


Drainer 


en eli ite eit 





The Climax 


Why use uncertain and costly water- 
proofing of cement, asphalt, tar, etc., 
when the CLIMAX Cellar Drainer is so 
positive, dependable and inexpensive? 
The CLIMAX is usually installed in the 
end; why try something else in the be- 
ginning? 








De SE 





BALTIMORE. MO 
Rialte Building, Deekum Building 
Franciseo, 


Pacific Coast Agents; San Cal. Portland, Ore. 
Wm. P. Horn Co. Kerchoff Building, L. C. Smith Building, 
Leos Angeles, Cal. Seattle, Wash. 





struction of a $45,000 swimming pool on the grounds of 
the club at a recent meeting of the board of governors. 

Colored children of New Orleans, La., will soon have a 
swimming pool in connection with the Thomy Lafon play- 
ground. Funds are being raised rapidly and the construc- 
tion of the new pool will be commenced soon. It will 
be under the supervision of the Community Service and 
Playground Commission. 

A swimming pool is to be erected by the Shenandoah 
Fair Association of Shenandoah, Ia. The pool will be 
located in a grove of cottonwoods and will be 230x120 ft 
The bath houses will contain seventy-five compartments 
The water supply of 50,000 gallons daily will be supplied 
by a deep well and changed every ten days. 

Construction of a swimming pool has been commenced 
at Pittsburg, Kans., and the erection of a bath house is 
progressing rapidly. The pool is located in a new recrea- 
tion park. 


THIS AND THAT—HERE AND THERE 


Fred V. Gale, of Oregon, II1., is building a new plumbing 
shop on Monroe street, in that city. 

Byron H. Griffin, plumber, of Hempstead L. I., recently 
filed a petition in bankruptcy, scheduling his liabilities as 
$2,463, and his assets at $1,202. 

Arrangements are being made by the Hotel Grunewald 
of New Orleans, La., for the installation of 136 bathroom 
in the establishment. 

Isidore Rosenthal, a plumbing contractor, of 778 Park 
Place, Brooklyn, N. Y., has filed a voluntary petition in 
bankruptcy, listing his liabilities at $4,097. 

The city of Lynn, Mass., has voted to have its own 
schoolhouse plumber and has asked the state civil servic 
commission to certify a list of candidates. There has been 
a controversy in progress in Lynn for several months over 
the plumbing regulations. It is planned to have the schoo 
plumber handle all school work except large jobs, whik 
will be let by contract 


COL. W. G. ARCHER SPEAKS AT BANQUET MEETING 
OF WHEELING (W. VA.) MASTER PLUMB- 
ERS’ ASSOCIATION 


Col. W. G. Archer, of the National Trade Extensio: 
Bureau, Evansville, Ind., was the principal speaker at 
banquet and meeting of the Master Plumbers’ Association 
of Wheeling, W. Va., held recently at Hotel Frederick i 
that city About seventy-five men and women fro! 
Charleston, Ashland, Catlettsburg, Huntington and oth: 
cities attended the meeting, which was chiefly a _ soci: 
affair. J. R. Shanklin, of Charleston, presided as toas 
master at the banquet. Commissioner L. D. Newman a! 
Hl. E. Matthews, secretary of the Wheeling Chamber 
Commerce, and Col. Archer were the speakers. 


DATES AHEAD FOR THE NATIONAL TRADE EXTEN 
SION BUREAU LECTURES 

J. C. Greenberg:—June 1-8, zone meetings in Oregor 
June 11-13, Lake Tahoe, Calif., convention; June 15, 8 
Francisco, Calif., zone meeting 

B. Jos. O'Donnell June 4, Geneva, N. Y.; 5, Rochest¢ 
N. Y.; 7, Buffalo, N. Y.; 11, Jamestown, N. Y.; 12, Er 
Pa.; 13, New Castle, Pa.; 14, Pittsburgh, Pa.; 15, Joh: 
town, Pa 

W. G. Archer:—June 4, Madison, Wis.; 8, Barab 
Wis.; 11, Sheboygan, Wis.; 12, Milwaukee, Wis.; 
Racine, Wis.; 14, Green Bay, Wis.; 15, Neenah, Wis. 
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PURE WATER 

A 2,000,000 gallon reservoir is to be constructed for 
the waterworks department of Winona, Minn., and a pump 
installed to increase the water supply to 5,000,000 gallons 
daily. 

A water system is to be installed at once in Conde, N. D., 
including a 75,000 gallon reinforced concrete reservoir 
and a 60,000 gallon elevated tank. 

Due to shortage of water Hartington, Neb., is about to 
vote on bonds for $5,000 to drill an additional well and 
buy additional equipment 

Because the water supply is decreasing at Ironwood, 
Mich., a pipe line to Lake Superior may be built a dis- 
tance of 20 miles with a raise of 1,000 feet. 

Algoma, Wis., is erecting a new water tower to increase 
its water pressure and supply. 

The city council of Tilden, Nebr., is considering the 
appropriation of $5,000 for sinking a new well for its 
waterworks department. 

The municipal water supply of Camas, Wash., is to be 
taken from the Little Washougal River. The cost of the 
development will be about $156,000. 

A contract will be let about June 4 for a waterworks 
system in Talladega, Ala., to include a 2,000,000 gallon 
service reservoir, three 500,000 gallon concrete filters, 
and a 200,000 gallon clear water reservoir. 

A waterworks system including flowing wells, storage 
reservoir, elevated tank, pumps and distributing system is 
about to be contracted for by Crescent City, Fla. 

Jacksonville, Fla., is to construct a 5,000,000 gallon 
reservoir on McDuff avenue, to give Riverside avenue a 
more adequate water supply 











ifere Is Another Picture of the Exhibit of the Master Plamb- 
ers’ Association of Mansfield, Ohio. The Members of the 
Association Chipped in and Bore the Expense of the Exhibit. 
it Was a Great Success and Drew Large Crowds of Spectators, 
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T peeeen 
tit 
: ‘ 

H it HH 
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: : 

1 The famous “5 in 
1” all year round 
combination heat- 
er. During the 
winter it supplies 
domestic hot 
water as a by- 
product of the 
heating plant. In E 
the summer, and . 
in the winter as Bris 
well when it is so 
un desired, gas is +H 
i: a feisees 
bee +-++-t bed 
ii i 
+ + ees 
To 
; sisss: 
T r 
pe 
HE famous “5 in 1” and the De 
Luxe Water Heaters pictured 
here will take care of all require- 
ments on the great majority of your 
domestic hot water jobs. Both are 
quality products and will give last- 
ing satisfaction. Write for descrip- 
tive literature and prices. 
RINGER Sueet Meta 
WorKS Inc. 
a AS 
PATENTS 
e PENDING 
ky MARK 
NEWARK Y NEW JERSEY 
+t oees 
+f fesveees T 
pare 00 am } 
Ht +++4 t HH 
+4 
By 
<5 4 tS 
i 
The De Luxe In +H 
direct Heater util- 
izes the waste heat 
generated to warm 
the building and 
supplies an abun- 
dance of hot water 
at practically no 
cost. Intended for 
installation where 
there is already a 
' gas heater in use. t 
me + 
booe a 
see oe 
Ho++ + 4 
: ini 
+t +++ +4 +444 
H+++ + +4 + . 
Hite Hh 
HTT jocesessess 
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bids May 22 for the $800,000 
authorized by the for an additional 
Reservoir Park. The capacity of the 
be 30,000,000 gallons. The bonds will be 
four per cent redeemable in thirty years. 


Harrisburg, Pa., opened 


bond issue voters 
covered reservoir in 


new tank will 


added to 
already 


reservoir is to be 
Wash. 


A 250,000 gallon concrete 


the waterworks of Odessa, Bonds have 


been voted 

Plans are being completed for a filtration plant and pipe 
line to cost about $100,000, for New York Mills, eS 

A third reservoir with a capacity of 140,000,000 gallon 
Miss. J. M. Slaughter i 
uperintendent of the water department. 
laid 


River, 


is being planned for Meridian, 





lake at 


for an 


line is to be from the municipal 
Red 


auxiliary water supply. 


A pipe 


Electra, Tex., to nearly five miles, 


A Laundry Tray Frame That Is Right 


We are Laundry Tray manufacturers 
and have built our frames along lines 
of what we know a laundry tray should 
This means that 


New stores, factories and residences making connections 
with the Birmingham (Ala.) waterworks for water supply 
year number 3,053 according to figures just 
Plumbers were kept busy. The figure breaks 
for new meters. The 
is now completing a new sixteen inch main to 
Two years ago Fairfield was adequately served 
by one main. The company has also completed extension 
of its mains into the industrial suburbs of Tarrant City 


in the past 


released. 
be supported with. eleased 


all prior records installation of 


supports are in proper place and that 
frame is rigid. Legs are not proper 
supports for a tray. Made in a wide 
range of sizes to fit any standard laun- 
dry tray. The most economical stand 
made—coliapses for shipping and re- 


company 
Fairfield. 
















. and Boyles. To pay for $1,200,000 improvements in- 

quires a minimum of labor to set up. : 
stalled during the past two years the company issued 
Ask your jobber, or write us $1,200,000 of eight per cent preferred cumulative stock 


D.D. WESSELS & SON 


1645 East Euclid Avenue 
MICHIGAN 


DETROIT - - 


No, 255 


Tub Filler 


A “FEMCO 
Biltwel Fixture 


Designed installation with 
built-in tubs where a concealed 
overflow is not desired. Provided 
with removable hy-seat supply 
valves and high grade in every 
respect. Admirably adapted for 
use with our No. 254 Adjustable Waste 
and Overflow. 


for 


Booklet with 
roughing-in mailed on request. 


The Frost Mfg. Co. 


Kenosha, Ww 


Your jobber sella them. 


isconsin 





which was absorbed in Birmingham and on which quar 


terly interest is paid. 


NEW SEWERS AND SEWAGE DISPOSAL SYSTEMS 
A $55,388.84 awarded to A. G 
for the 
of a sewage disposal plant to be located on Rock Creek 
Mr. Sherwood 
obtained the contract for an extension of the Rock Creek 


has been 


Kans., 


contract 


Sherwood, of Independence, construction 


and Cement street in Independence. also 
sewer. 

A $1,500,000 bond issue for the construction of a sewag: 
disposal plant will be submitted to the voters of Oklahoma 
Okla., within two months according to an announce 
ment made by Warren E. Moore, commissioner of public 
The sewage disposal proposition was 

Dr. A. E. Davenport, state health 
superintendent, appeared before the city commission and 
demanded that action be taken at once for some sanitary 
disposition of city sewage, now dumped into the North 
Canadian river. Dr. Davenport said that the State Board 
of Health also will issue injunctions against the cities of 
and El Reno prohibiting them from using the 
same stream for sewage disposal. Funds for the erection 
of a sewage disposal plant were asked in the $7,000,000 
bond issue voted on in 1921, but it was defeated. 


Uilty, 


works in that city. 


aired recently when 


Shawnee 


A contract has been let by the city of New Castle, Pa 
for the excavation of an outlet sewer to be used for drair 
ing water off land owned by the city in Taylor townshi; 
which will be used for the new sewage disposal plant 
The contract for the construction of the big sewer for th: 
new plant has also been awarded. 

Grove City, Pa., will soon start construction on a né 
$35,000 sewage disposal plant. Plans and specificatior 
drawn by City Engineer F. P. Graham have been approvs 
by the state sanitary engineers. The plant is not only 
large enough for the present needs of the town but wil! 
take care of any growth for many years. The plans ca 
tanks, 16 by 19 feet and 23 feet 
will be settling beds and 


? 


for six concrete des 


three of which three digestiv« 


beds. 
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Naas x (my 2,800 Worthington Burners 
dar ss. / 2 Aw 
a i _ po Se In Greater Kansas City 
Pa t re) nts: Ss’ ae SR Dealers Have Been Appointed In 
spi, “ ls | 200 Principal Cities— Now 
oh eee hae . Beginning Seventh Season 
us ee 2223 28 Worthington dealers are s anaes from 
I, | coast to coast. Homes of citizensin In- 
HEATING DEPARTMENT » dianapolis, Toledo, St. Louis ig nonenas 


1,454,016. Pipe Wrench Buford J. Steen, Christine, 

x A wrench, including a handle, one end of which is 
formed with diverging jaw aid handle having a socket 
between the jaws, a dog mounted in said socket, means 

— 
Co, 
a ¢ - S 
4 » 
Sf 
| oe a 
a 
1,454,016 Pa he 2 
for adjusting said dog, the inner faces of said jaws having 
slots, a dog adjustably mounted in each slot, and a claw 
adjustably mounted on one of said jaws 
* * * 

1,454,729 Antivacuum Relief Valve for Heating 
Systems. memer QO. Curtis, South Sandisfield, Mass. A 
relief valve mechanism for low pressure steam heating 
ystems having a relief valve tube, a diaphragm oper- 

aka’ 
ae Yi 
— 
N 








and adapted for exposure 


yageable by 


tube 
fo steam pressure, closing 
iid valve tube at one end as a result of pressure applied 
to the diaphragm, and a fluid valve actuable by water of 
mndensation for closing the other end of said valve tube 


said 


itively connected to 


a tube seat en 


* * . 


A St. Louis, 
radiating elements, 
and 

of 
governing device asso- 
radiating element and 
form 
said governing device 
of the valve 
medium the 


Edwin Jones, 


comprising heat 


1,455, 
o. A heating sys 
which is provided with an inlet 
with the 


338 Heating System 
tem, 
outlet, 


heat 


ch of an a 
packless 
radiating element, 
clated with the outlet 
with 
initary structure, 
actuating 
the supply 


valve associated inlet each 


a heat operated 


of each heat 


combined said valve in such a way as to a 


means actuated by 
the 
of 


movable 
the 


lor positively part 


it controls heating to 


City, Des Moines, Providence, ‘Bridge- 
port,Omaha &and other progressive cities 


in Worth- 





are being heated with oil used 
ington Burners. 


The Worthington is ical gravity 


a prac 








+ 7? burner, built to use 38 to 40 distillate. it 
oe a is installed in large stoves, furnaces and 
steam and hot water plants. Simplicity 
Seven Points marks its principle of combustion by 
Oil ia generated into ga Which oil-gas is mixed with pre-heated 
1. dry oil gas before same air in just the correct proportion to se 
reaches mmbustior 
chamber * cure the utmost economy. All heat is 
2 Gas injected intocom- directed immediately to the side walls. 
buastion chamber out of 
@ full 4 -ir h open bee a Installation is quickandsimple. Burner 
Ali heat thrown direct- js made of sturdy material — built to last. 
e lyto le wa of heat 
ing plant Exclusive Dealers are now being ap 
4. a SucceasfulSa — pHointed in cities where we have norep- 
More than 2400 burners resentation. The margin of profitis ex- 
5. in Greater Kansas City, tremely liberal. Sales help in the form 
with dealers in 200 prin dee M 7 . 
cipal cities of the cour try of ne wspaper epee is given. Com- 
Largest gra I bur plete installation and sales instructiona—the 
6. ner company selling ex result of6 years experience guide the dealer 
clusively eit legit 
imate dealer channels If you want to join the dealer organization 
Have been heating from ofan old and iservative oil burner com 
7. 6 to 125 rooms for six Pany, write us today. Dealer prices quoted 
only to responsible concerns of standing 


years 


WORTHINGTON 


il Burner Company 


322 _. STREET KANSAS CITY, MO. 











Somerville 
(S. I. W.) 


oil Pipe an 
Fittings 


Cost no more than the 








ordinary kind 
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CHICAGO POTTERY CO. 


Specializes 
in the manufacture of 


Closet Bowls and Tanks 
of “Whitest Vitrified China” 


1924-40 CLYBOURN AVENUE 
CHICAGO 


a VA ae A A Te 
a a a a a 


=’e/8/5/8 
A WA VA awe 





NO ROOF IS SUPERIOR 
TO ITS FLANGE 


Therefore, some 
PLUMBER isthe 
father of every leaky 
roof. 


The Bullard 
Roof Flange 


is acknowledged as the only PER- 
FECT FLANGE by busy men 
who have made satisfying installa- 
tions. 


THE BULLARD SPECIALTY CO., Tiffin, Ohio 








ENGINEERING 














Head Gives 
Velume, Instantly 


, ae | 


Another reason for installing Speakman Mixometer Showers 


SPEAKMAN COMPANY, Wilmington, Delaware 
SPEAKMAN SHOWERS 


The Anyforco ' 
any Shower 











Bibbs! 


All sizes, styles and 
shapes— 


Yellow and Red 
Metal — Compres- 





sion, Self-Closing, 
Ground Key and Quick-Opening 
Ask for Catalog ‘“‘F’’ 
THE HAYDENVILLE COMPANY 


Haydenville, Mass. 
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heating element, and means for preventing said heé 
operated governing element from being affected by th 
heat of the heating medium supplied to the heat radiatin; 
element through said inlet. 

. * . 

1,455,430. Expansion Valve. Edward R. DeLuiz, D« 
troit, Mich., assignor to Kelvinator Corporation, Detroit 
Mich. In a pressure reducing valve, a casing having therei 
an elongated valve chamber and a diaphragm chamber, 
partition between said chambers and having an apertur: 
therein, having a passageway leadin; 
downwardly from each of said chambers, the passagewa 


said casing also 











70 7A 


1,455,338. 1,455,430. 


with the diaphragm chamber 
stituting an outlet and the other passageway constitutins 
for 


chamber and filtering chamber, a filtering cell comprisin: 


Which communicates col 


a filtering chamber, removable closures said valve 
a pair of spaced heads and a screen connecting them, ons 
heads being apertured and seated in the 
between last 


the 


of said oritics 


which establishes communication said met 


tioned chambers, means including closure of sai: 


} 


filtering chamber for holding said cell in place, the wal! 


of said filtering chamber being formed with an inlet oper 
ing, a 


valve in said valve chamber adapted to close said 


first aperture, and having a stem projecting through that 


aperture, a spring for closing said valve, a diaphragn 


traversing said diaphragm chamber and adapted whe! 
deflected to displace said stem, a cover plate on the o; 
posite side of said diaphragm from said casing, and an 


adjustable spring carried by said cover plate and tendin: 
to move said diaphragm against the tension of said fir 
spring. 

> * . 

Pipe Grip. Charles M. Heeter, Butler, P 
the described, comprising a 
body portion having a plurality of gripping sections main 
each gripping 


1,455,612 


\ device of character 


tained in fixed relation thereon, sectio! 





1,455,612 


having a plurality of gripping teeth in operative posit 


there being an eye adjacent one of said sections an 


horn adjacent another of said sections for co-operation w 
a gripping cable, adjacent sections providing a space thé 
between for the reception of the material operated up 


rigid 
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1,454,886 Pump. Jean V. Giesler, Knoxville, Tenn., 
assignor to The Fulton Company, Knoxville, Tenn. The 
combination of a pump casing having inlet and outlet 


connections, a resilient pumping member in said casing, 


means said member is flexed in one direction, 


whereby 








said member flexing in the opposite direction by the force 


with said member 


of 


means co-operating 
the 


of resiliency, and 
to compensate for 
which said member is moved in said last-named direction 


* * * 


changes in force resiliency by 


WwW 


a chamber, a thermo 


1,455,021 Automatic Steam Trap George Collin. 


Bridgeport, Conn. 
loop, one end of which is secured within the chamber, a 


In a steam trap 





1,455 


021 
thermo plate secured to the free end of the thermo loop, 
adjustment the the 


and plate, and a slide valve carried by said thermo plate 
* * * 


means for changing relation of loop 


1,455,211 Boiler - Water - Level Controller John F 


Kelly, Chicago, Ill., assignor, by mesne assignments, to 
“TL = a 
WT ad Psa Ten it ve th 
i; popes gtr i | 
i : eed Sees a shy 
! ign our TA ie sal 
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1,455,211. 


Kelly Vaive Company, Muskegon, Mich. In a boiler water 
level controller, the combination of a casing, a float there 
in, a water supply pipe, a water delivery pipe, valves in 


said pipes, steam actuated means for operating said valves 
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Weil-M‘Lain 


—three great features 
bring quick sales —Write 
for details of this money maker 


Weil-MLain Company 


Chicago Showrooms 
641 - Lake Street 





nee City 
Indiana 
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Automatic Control for 
Steamand Vapor Heating 
The M apolia Mole ) Preawu 


Reg 


re stear 
Prevent 


‘heat caes 

Writetodayfor complete tlranddi nt 

AA INNEAPOLI-. 
Heat REGULATOR 

1801 4th Ave.,So., Minneapolis, Minn 
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CLOSET CONNECTIONS 

ECONOMICAL = 

EFFICIEN | \ y EK ws, 

f ; ‘4b 
MATERIAL SAVING 
—and— 

Cheaper than the old inconsistent putty, plaster 
paris or cement method of making closet connec- 
tions. 


THE GROENIGER MANUFACTURING COMPANY 
8 East Chestnut Street Columbus, Ohle 


E — 





A water heater buzl/t of stee! 
that stays on the job for keeps. 
There is profit in them for you. 


KEWANEE B@ILER COMPANY 


Kewanee, Ill. 
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™ manually operable means for actuating said valves inde 








pendently of said steam actuated means, valves for con 


BARRE I I trolling the supply of steam to said steam actuated means, 


and an operative connection between said float and each 


Sewer, Tide and Back Water Trap of sald last mentioned valves 


Wig 


* * * 
( UARANTEED to 1,454,333 Wrench Victor L. Ochoa, El Paso, Tex 
operate properly assignor to Ochoa Tools and Machine Company. In a 


under all conditions. wrench, a handle having a circular head, a jaw pivoted 
to the head and having a slot and a guideway, a second 


Write jaw having a shank extending through the guideway and 


for full particulars 








: 
MANUFACTURED BY 
PearlSt. = 
James Barrett Mfg. Co. poston, “Mass. = 
it nunc siunnetite couruertummerain = 











Universally Popular 


No. 100 Exposed, Two 
Valve Shower complete 
with curtain. 


A Hudson Fixture 


Catalog No. 21 shows 
our complete line. 


Write for a copy. 


Hudson Brass Works 


16 Nassau Street, Brooklyn, N. Y. 





movable therein and having a slot closed at opposite ends 
and in which the circular head operates, and a removable 
wear piece disposed in one end of the slot and bearing 
against the adjacent end wall thereof and against which 


the circular head bears. 





No 100 


PLUMBING DEPARTMENT 








1,454,112 Jath Support. Rebecca Graves, Spokane, 
Wash A bath support of flexible material having sep- 
urately adjustable suspending means attached at opposite 
edges thereof and arranged in pairs, said support having 










Insurance 
Against Flooded Basements 


Where the Signet Drain is installed there 


can be no back water i 
A perfectly reliable trap that automatic- 


ally keeps out 








sewage, gas and maid _ / 
germs an Y v v 4 
+] eo é fy < os z— 
waivers works. “Ay a i. 
othing to get out ' ; , / 

Pat. Dec. 8, 1914 of order. Brass werk- \ a : a 

ing parts submerged. t ed a he i 
Write The Signet is clean, SS ht io 
for details sanitary, simple, dur- 1 a ena 


able and efficient. 1 
1,454,112 


CRAMPTON-FARLEY BRASS co. a foot portion formed with a drain, and plackets extending 
from its center to its edge, pleats in said plackets, and 
means for closing or partially closing said plackets. 








BRASS 7 eS 
18 as 1—~ g& } 


PLUMBERS’ SUPPLIES a te 


33000 brass articles made with 85 years experience. or 
Ae | 


"WATERBURY JMANUFA 


CTURING GOMPANY 


ompanies 1,454,425 


; 1,454,428. Outlet - Valve - Operating Mechanism for 
s Flushing Tanks. Andrew F. Curtin, Medford, Mass. An 






. . outlet valve operating mechanism for flushing tanks, com- 
WATERBURY HTH prising a valve operating lever, a pivot upon which it is 
CONNECTICUT & supported, a pin for operating the lever and limiting its 





movement in one direction, a stop for limiting its move- 
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ment in the opposite direction, means for preventing 
movement of the lever lengthwise of its pivot within the 
amplitude of movement permitted by the pin and stop, 
and permitting such movement beyond the limit of throw 
of the lever determined by the pin 

. * * 

1,455,279. Trap for Drains and the Like. Chester M 
Sylvester, Middleboro, Mass. A trap comprising a casing 
having inlet, vent and outlet chambers in juxtaposition 
said chambers communicating together at the base of the 
trap and the vent and outlet chambers having discharge 
openings at the same height, the capacity of the outlet 


s 
























ae ‘ \ 
» oe ze 


1,455,279. 


chamber being greater than the combined capacities of the 
inlet and vent chambers whereby sufficient water is re 
tained in the outlet chamber when the trap is subjected 


to heavy siphonie action to provide a seal for the trap 


* 7 * 
1,455,177 Sewer Flusher Archibald Stafford, Sacra 
mento, Calif. In combination with a sink and a sewer 


pipe connection therefor, of a cylinder connected at its 
ends to the drain opening of the sink and said pipe and 
interposed between the same, an expansible split ring 
slidably disposed in said cylinder, a plunger rod extending 
longitudinally within said-eylinder the lower end of said 
rod being forked and connected to said ring in a manner 








1,455,177. 


to permit expansion thereof, a strainer member comprising 
two complementary perforated parts hingedly connected at 
their meeting edges to the upper end of the plunger rod 
whereby they may serve as a strainer for the drain opening 
of the sink or as a handle for said rod, a pair of hinged 
semi-circular flap valves carried by said ring at the under 
side thereof, said valves being closable upwardly when 
the ring is forced down and stop members carried by the 
ring to retain the valves at an inclination when open to 


insure closing by pressure when the ring is forced down 


A new $20,000 sewage disposal plant was recently 


placed in operation at Gladstone, Mich 
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EQUAL TOCITY 
Mat dt tn hho 


The most complete line of Shal- 
low and Deep Well Pumps on 
the market. Elther Electric, 
Gasoline Engine or Belt Driven. 


GET THE DURO TIME PAYMENT 
PLAN. Specify Duro when fig- 
Pb: uring your next job. Get our S#<-! 
Shallow Well catalog and prices. Deep Well 
— “Line Up with Duro—the Live One.” ere 


Our Direct by Mall Campaign Is Free to You 


The Duro Pump & Manufacturing Co. 


DAYTON, OHIO 








Gopher Combination 
Sink Faucet | 


HE latest improved, most up- | 
to-date fixturemade. Double 
sink faucet with drinking foun- ~ 
tain combined. 
Order from your jobber. You'll 
find it will make a hit with your 
customers, 


Union Brass & Metal 
Mfg. Co. 
(es TABLieHED anea) 


St. Paul Minnesota 


The Gopher Line includes: 
Fuller Work, Compression 
ji Quick Opening Work, P sascat n ca 
Ground Key Work, Ball Cocks PATENT APPLIED FOR 














The SQUARE 
BOSTON 
Grease Trap 


Like the famous Round 
Boston Grease Trap the 
square pattern is made for 
installation under kitchen 
sinks and small restau- 
rants. Measuring only ten 
inches high, it can be used 
where the space is limited, 
but is just as efficient as 
the round pattern. 


R. ESTABROOK’S SONS 


Ist and C. Streets So. Boston, Mass. 
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The World’s Best 
Tank Bulb 


Made of pure gum, it will not 
swell or collapse and its dis- 
tinctive shape positively pre- 
vents elongation. 


Guaranteed 3 Years 


Thie Tank Bulb ie practically inde- 


etructible and will not harden in 





stock. An iron-clad replacement and 


labor-cost guarantee goes with every 


wee Mushroom Parabal 


arab a Woodward-Wanger Co. 


PHILADELPHIA 
























Situations Open 


SALESMEN—SEVE RAL GOOD TER 


ritorie open for en of prove 
ability in selling h gh- grade plumbing 
bras goods and pecialties direct t« 
plumber Give references The Daw 
son & MeCarthy Mfg. Co., 7412 Detroit 
Ave., Cleveland, O 6-2-9 


HELP WANTED—MAN WHO KNOWS 


the trade and what they require, to 
g6 1 new line of packless globe valves 
and specialties Address 794, “Domes- 
ti } neering 1900 Prairie Ave 
‘ tf 





VANTED RY _ MIDDLE 
} ‘ é nt price ‘ 
bing and heating busi 





wl 

nes . experience, by wt 
emy s ete Address 795 
Domestic Engineering,’ 1900 Prairie 
AV 6.2 


SALESMEN WANTED 
Salesmen calling on plumbing trade to 
sell a plumbing specialty of exceptional 
merit. Commission liberal. Splendid 
sideline. Explain fully your present 
line and qualifications, also territory 
you cover. H. F. Kircher & Co., Peoria, 
Hl. 5-12 


WE HAVE SOME GOOD TERRITORY 
open for salesmen to sell a high- 
grade line of Plumbers’ brass goods, 
valves and specialties Give age, ex- 
peesenee and references. The Ajax 
trass Co., Cleveland, Ohio 4-21/5-5 


WANTED—PLUMBER. YEARAROUND 
position. Send references and time 
p ved in one place Must be y tik 

man Adérens 791 “Domestic ke 

i 1900 Prairie Ave Chicago 
5-26-6-2 





VANTI 

} it 

peil i 

Addre ik 

1900 Pr I 5-9 

Wi ( EMPLOYME pohd TO 
everal first clas tearnfitt s and 
mbe ho are a tor it scl l 

4 \ booze r killer 
inted W have a d for so 

r d industrious union I W 

Heating Co., Washington, Ia 5-26-6-2 


WANTED —SALESMEN TO HANDLE 

high-grade specialty line. Liberal 
commissions. Good territories open 
east of the Mississippi Address 745, 
“Domestic Engineering.” 1607 Finance 
Bidg., Philadelphia, Penna 4-21 tf 


Situations Wanted 


WANTED HEATING ENGINEER 


hes @ permanent position with a 
ponsible contracting firm, estimat 
or uperintending plumbing, heat- 
and ventilating installations Fa 

iar with the design, installation and 
operation Employed at present, de 
sires a me East preferred Ad- 
dre 792 ymestic Engineering,” 
1900 Prairie ios. Chicago 5-26-6-9 

For Sale 


RUUD No. 6 INSTANTANEOUS WATER 

Heater, repaired by Ruud.Co. Good 
$165.00. No. 4A Humphrey In- 

g -0us Water Heater; good condi- 
tion; $90.00 Priced low to clear floor. 
F. O. B. our shop, no crating. Dewar & 
Carrington, 153 N. Desplaines St., Chi- 
cago §-19tf 











DOMESTIC ENGINEERING 





Classified Advertisements 


8 cents for each word including heading and address. Count seven 
$2.00. One inch $4.00. Cash must accompany order. ee ee ee 


Miscellaneous 


AGENCY WITH STOCK RELIABLE 

concern manufacturing plumbing 
specialties and rubber goods will estab- 
lish local branch with stock under re- 
sponsible and capable man. Liberal and 
profitable proposition furnishing com- 
plete outfitting and established trade 
Only limited initial investment needed 
backed by your own ability to profit 


right from the start Address 788, 
“Domestic Engineering,” 1900 Prairie 
Ave Chicago ‘ « -6-2 


HEAT LOSS TABLES 


for 


BUILDING MATERIAL 


and 
CONSTRUCTIONS 


Complete charts just compiled from values 
of foremost authorities. Blue printed and 
conveniently bound with instructions. En- 
dorsed by leading engineers. 

$2.00 Postpaid 


NORTHERN INSTITUTE 
5713 Euclid Ave. Cleveland, Ohio 


Sell us your Surplus 


PIPE COUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US| 


THE A. & J. MFG. CO. 
559 W. Lake St., Chicago, III. 


We will buy your 


UNUSED PIPE COUPLINGS 
at attractive prices. 


Send us your list. 


John W. Moon 
1420 Chestnut Street 
Philadelphia 


PLUMBERS’ STOCK BOXES 


Illustrated Fitting Bin 
Labels and Card Hold 
ers. Send for samples 
and free plans: ‘‘How 
to lay out an Up-to 
Date Plumbing Shop 
and Store Room”. 

For sale by your jobber or 


Haddon Bin Label Co., Haddon Heights, N. J. 





HEATING SVENTILATING 
‘ENGINEERING: - 


the only modern 
STANDARD MAIL COURSE 
Chrthun Grstituke 


$713 EUCLID AVE. CLEVELAND,O 
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PIPE COUPLINGS 
We buy large or small lots of all 
sizes. Send us your list. 

N. C. Cressman Co. 


(Incorporated 1912) 
111 S. 5th St., Philadelphia, Pa. 





words for keyed address. Minimum 





We Buy Iron Pipe Couplings 


Gwilliam Supply 
Company 


Pioneers in the pipe coupling 
business. 


830 N. Hancock St., 
PHILADELPHIA, PA. 


Government Proposals 


TREASURY DEPARTMENT, SUPER- 

vising Architect's Office, Washington, 
D. C., May 16, 1923. Sealed proposals 
will be opened in this office at 3 p. m., 
June 18, 1923, for new hot water piping, 
ete., In the United States Court House 
and Post Office at Cumberland, Md., in 
accordance with specification and 
drawing, copies of which may be had 
at this office or at the office of the Cus- 
todian, Cumberland, Md., in the discre- 
tion of the Supervising Architect, Jas 
A. Wetmore, Acting Supervising Archi 
tect. §-26-6-2 


TREASURY DEPARTMENT, SUPER- 

vising Architect's Office, Washing- 
ton, D. C.. May 24, 1923. — Sealed 
Proposals will be opened in this office 
at 3 p. m., June 21, 1923, for furnishing 
and installing two horizontal fire box 
boilers at the United States Post Office, 
Scranton, Pa Drawings and_ speci- 
fications may be obtained from the 
Custodian, U. S. Post Office Scranton, 
Pa., or from this office, in the discre- 
tion of the Supervising Architect. Jas 
A. Wetmore, Acting Supervising Ar- 
chitect. 6-2-9 


Books for Your Trade Library 


BOOKKEEPING AND COST FINDING 

FOR THE PLUMBER. By Wesley A. 
Fink. Outlines a simple method of 
bookkeeping and cost finding easily 
adapted to your business. Tells how 
to open and close a set of books, gives 
concrete examples on figuring labor 
and material costs, overhead expense— 
in fact a complete system worked out 
in every detail. Size 4%x6% In. 128 
pages. Cloth. Price, $1.00. 


SANITATION IN THE MODERN 

Home. By John K. Allen. Explains 
the proper arrangement and equipment 
of bath room, laundry, kitchen, ete. A 
suitable book to present to your cus- 
tomer or prospective one. Size, 5%x8 
in. 272 pages. Cloth. Price, $2.00. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 
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